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Genero! Plan, showing Tracks, Signals ond Points 


Track Plan. 


Malmoe Interlocning Plant 


The New Interlocking Plant in Malmoe. 


We hereby have the pleasure of presenting 
an article by Lieutenant l. Larsson, signal en- 
gineer for the State Railways of Sweden, descri- 
bing the new electric interlocking plant at the 
Malmoe state railway terminal. The project for 
this plant has been prepared by Mr. T. Hard, 
engineer and member of the Board of The Royal 
Railway Administration of Sweden, the work of 
installation having been executed by Signalbola- 
get of Stockholm with electrical equipment from 
L. M. Ericsson in Stockholm and Westinghouse 


in London, and signal lanterns from the Avos 
company in Orebro. 

The Malmoe terminal of the State Railways 
of Sweden has, during the past decade, been 
subjected to a number of radical changes and 
improvements, culminating in the installation of 
a new interlocking and signal control plant. 

The previously existing interlocking plant, 
consisting of three mechanical interlocking ma- 
chines — could, it is true, be temporarily adap- 
ted to the new track system, but as it no longer 
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filled the demands of modern railway practice, 
the installation of an entirely new plant was 
decided upon by the railway administration. 
Following the custom which has become gene- 
ral during latter years, the choice was in favour 
of an electrical system, in which have been em- 
bodied a great many of the most recent develop- 
ments and improvements achieved within the field 
of railway signal engineering. A number of de- 
signs and methods used in England and America, 


double-track line between Malmoe and Arloev 
common for them both. Judged from a Swe- 
dish point of view, the traffic on all of these 
lines is very lively, and there are times when 
express trains from Stockholm, Oslo, Copen- 
hagen and the continent arrive at Malmoe simul- 
taneously with a number of local trains, creating 
traffic conditions which put the interlocking and 
signal control plant to a very severe test. 

The entire track system of the Malmoe pas- 


n 401 Fig. 2. Signal Bridge, looking away from Track Yard. 


in particular, have been applied to this plant after 
having been modified to suit our requirements. 

The Malmoe passenger station is a terminal 
station at which the traffic — during certain pe- 
riods, at least — is very lively. The following 
lines enter this station: Stockholm—Malmoe, Go- 
thenburg —Malmoe, Trelleborg —Malmoe (the so- 
called continental line) and the privately owned 
lines Malmoe— Simrishamn and Malmoe —Genarp. 
The two last mentioned use a common, hitherto 
single-track line between Malmoe and Oester- 
vaern, a second track having now been comple- 
ted, however. The lines from Stockholm and 
Gothenburg meet at Arloev, thus making the 


senger terminal as well as some of the tracks 
to the Malmoe freight station are controlled by 
a single interlocking machine, the interlocking 
zone, in consequence, being unusually extended, 
as may be seen from the track plan in fig. 1. 
All of the points, skotch blocks and signals 
shown on this plan are manoeuvered from the 
interlocking machine, none of the points or 
skotch blocks being set locally. 

The plant has been executed with provisions 
for arranging a large number of track combina- 
tions for the purpose of providing the greatest 
possible freedom in the choice of platforms, this 
matter being of great importance on account of 
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changes in the time table and the possibility of 
new train combinations. 

The track combinations are as follows: 
Incoming. 

From Arloev to all the tracks Nos. | to XII, 

»  Malmoe freight station to all the tracks 
Nos. | to XII, 

Trelleborg to all the tracks Nos. | to XII, 

» » to Malmoe freight station, 

» the main shops to Malmoe freight station, 
Oestervaern 
over the 
North track 
to tracks 
Nos. X, XI 
or XII, 
Oestervaern 
over the 
South track 
to tracks 
Nos. X, XI 
or XII. 

Outgoing. 

To Arloev from all 

» the tracks Nos. 
| to X, 

. Malmoefreight 
station from 
all the tracks 
Nos. І to XII 
(the trains 
being directed 
over the pass- 
enger track 
yard proper by "+2 
meansofshunt- 
ting signals without main signals). 

> Trelleborg from all the tracks Nos. | to X, 

> » Malmoe freight station, 

» the main shops from Malmoe freight station, 

> Oestervaern from the tracks Nos. ХІ and XII. 
The track combinations in their entirety form 

track circuits with track current. Тһе track 
system is divided up into a suitable number of 
insulated sections, alternating current which 
energizes a relay — being fed to each section. 
When a car enters a section the current is 


Fig. 3. Double and Single Starting Signals. 


carried off through the wheel axles and the 
relay de-energizes. Various signals are influenced 
by these track relays, making it impossible to 
signal »clear: for a track when a car is standing 
on any section forming a part of the track in 
question. Automatic control of the fact that the 
track is actually clear is thus obtained before a 
»clear» signal can be given. 

All signals are so-called »day signals», i. e. 
signals are given both day and night by means 
of certain light 
combinations. The 
signals are of two 
different kinds, i. e. 
main signals and 
skotch block or 
shunting signals. 
The former are 
colour signals, the 
different combina- 
tions being formed 
by means of vary- 
coloured lenses, 
while the latter are 
placement signals, 
the different com- 
binations being 
formed by altering 
the mutual posi- 
tions of two or 
more lights. 

Such light sig- 
nals have come 
into use more and 
more during latter 
years, especially in 
America and England. They have some decided 
advantages over semaphores, revolving signals 
and the like, in that they have no moving parts 
that are affected by sleet, ice or other unfavou- 
rable weather conditions. Furthermore, they are 
more easily discernible in foggy weather, and 
their clearness does not depend on the colour 
of the background, as with semaphores. The 
use of specially constructed lenses makes it 
possible to discern these signals at a suffi- 
cient distance during the brightest sunlight 
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without having to resort to exceptionally strong 
lamps. 

The main incoming signals are mounted ona 
special signal bridge, shown in fig. 2. They 
have been hung from this bridge, partly so as 
to bring them as close 
as possible to the level 
of the locomotive en- 
gineer's eyes, partly 
on account of a street 
viaduct which spans 
the tracks ata distance 
of about 250 metres 
from the signal bridge 
and under which the 
signals must be visible 
at the greatest pos- 
sible distance. 

The incoming sig- 
nals do not show 
whether or not the 
entire track is clear, 
but occur in the form 
of one green light for 
incoming trains to 
tracks VIII to XII (the 
shorter track group) 
and two green lights 
for incoming trains to 
tracks 1 to VII (the 
longer group). Thus, 
it is not possible for 
the engineer to ascer- 
tain — by means of 
the incoming signals * °з 
— whether or not the 
entire track is clear, but the information given 
is sufficient to enable him to choose a suitable 
speed and — with regard to the insulated tracks, 
which prevent the giving of a »clear» signal for 
an occupied track — this has been deemed a 
sufficient safeguard. 

The main starting signals are arranged partly 
as inner signals — placed at the ends of the 
platforms — and partly as outer signals on the 
previously mentioned signal bridge. Thus, an 
outgoing train must necessarily pass double sig- 


Fig. 4. Repeating Signals on Gable of Train Shed. 


nals. The inner signals are mounted on concrete 
poles, most of them at the ends of brackets 
which bring them closer to their respective tracks 
than the supporting poles themselves. This 
arrangement makes the signals more easily discer- 
nible, especially as it 
is not always possible 
on account of in- 
sufficient space Бе- 
tween adjoining tracks 
— to place the sig- 
nals to the left of their 
respective tracks. The 
inner starting signals 
— when set to »clear» 
— do not denote 
which track is cleared 
except in those cases 
when outgoing tracks 
can be laid in two dif- 
ferent directions: one 
green light to Arloev 
and two green lights to 
Trelleborg. 

The work of the 
station master is sim- 
plified by the use of 
repeater signals — 
which repeat the 
various starting sig- 
nals — placed further 
in on the platform or 
on the gables of the 
platform roofs. 


The passing of the 
outgoing train sets all 
the starting signals to »Stop». 

The shunting which takes place at this station 
is often very lively, since the fact that it is a 
terminal station makes such operations necessary 
for every train. The existing branch lines, espe- 
cially the Malmoe- Lund line, have a very lively 
traffic, judged from a Swedish point of view. 
The more important express trains usually have 
through traffic, and in Malmoe they are taken 
apart and made over for various destinations. 
In order to create as safe conditions as possible 
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for these shunting operations, the shunting tracks 
have been provided with the same control and 
locking devices as the incoming and outgoing 
To accomplish this end, a large number 


tracks. 
of special skotch 
block signals are 
required, since all 
operations permitt- 
ed by this system 
are controlled by 
the interlocking ma- 
chine. 

These signals 
have been given 
the form of dwarf 
signals, which re- 
quire very little 
space, the various 
signal combinations 
being obtained by 
the different placing 
of two white lights 
in relation to each 
other. The signals 
are three in number, 
viz. »Stop», »Cau- 
tion» and »Clear». 


Skotch Block Signals. 
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Alternative 1. 
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Qisolera! spår 
Uninsuleted Trock $3 


Isolera! spór — 
Insuloled Trock > 


Fig. 6. Co-operation between skotch Block Signals and their 
relation to Occupied Track. 


All three signals show *Stop . 

Left signal shows -Caution , because middle signal shows -Stop:. 
Left signal shows «Clear, because middle signal shows :Caution . 
(Right signal shows :Stop ). 
Left and middle signals show 
Caution». 

Car has entered left insulated track section after having passed a 
Clear» signal to the left, which is then automatically set to +Caution». 


Clear., because right signal shows 
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The nearest one indicates »Caution» and the one in the left background »Stop>. 


For »Stop» the connecting line between the two 
lights is horizontal, for »Caution» it forms an 
angle of 45°, and for »Clear» it is vertical. When 
a signal is set to »Clear», all the points beyond 


it and up to the 
next signal on the 
shunting track, are 
locked. As soon as 
a car has passed 
the first signal, the 
points remain lock- 
ed even if the sig- 
nal is set to »Stop», 
and аге released 
only in the mea- 
sure that the car 
passes the respec- 
tive points; thus 
the points are re- 
leased as soon as 
this possibly can be 
done without risk, 
so as to provide 
thegreatest freedom 
of movement for 
the interlocking ma- 
chine. 


R 406 Fig. 7. Point Driving Mechanism. 
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The skotch block signals do not show in 
which direction the cleared track leads, neither 
have point signals been arranged for this pur- 
pose; but, since a signal cannot be set to : Clear» 
unless at least one track is actually clear, and 
since, furthermore, shunting tracks which inter- 
fere with each other, cannot be simultaneously 
cleared, all movements are safeguarded, even if 
it should happen that a cleared track leads in a 
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R 409 Fig. 10. 
different direction than the switch operator has 
intended. The absence of point signals makes 
for increased simplicity and clearness, and ex- 
perience has shown that the possibility of ob- 
serving at a distance how the points are set is 
of minor importance, since all movements are 
controlled from the interlocking machine by 
means of signals. 

A succession of skotch block signals co-ope- 
rate mutually according to a definite system, so 


that one signal serves as advance signal for the 
following one. A signal cannot be set to »Clear» 
unless the preceding track section is clear and 
the following signal indicates »Clear» or »Cau- 
tion», this co-operation being automatic. The 
interlocking machine maneuvres for »Stop» or 
»Clear» only, the actual signal given depending 
upon the setting of the following signal and 
the condition of the tracks. This association is 
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Interlocking Machine and Illuminated Track Plan. 


clearly shown in fig. 6. Besides being used for 
shunting operations, skotch block signals also 
regulate the movements of the trains. The 
skotch block signals for a cleared track, therefore, 
are set to »Clear» in advance of or in соп- 
junction with the setting of the main signal 
to »Clear»; thus, a cleared track is always 
indicated to a certain degree by means of the 
adjoining skotch block signals which show 
» Clear». 


ӨР 


The point driving mechanisms are of Ericsson’s 
latest design and are constructed for 130 volts 
d. c. An opened driving mechanism with motor, 
friction clutch and contact arrangement for the 
motor current and control current is shown in fig. 7. 

All electric current is led through armoured 
underground cables. Fig. 8 shows an opened 
distribution box, also designed by Ericsson's. 
The type illustrated is for distribution from one 
main cable to eight smaller cables. 

The signal tower, shown in fig. 9, has been 
erected in three stories. 

The first story contains the power plant, 
storage batteries and a repair shop; in the se- 
cond story are mounted the relays, and in the 
top story the interlocking machine and other 
apparatus are placed. 

The interlocking machine (see fig. 10) is of 
English manufacture, delivered by The Westing- 
house Brake and Saxby Signal Co. The point 
levers maneuvre one, two or in a couple of 
instances — three driving mechanisms each. 
Two is the most usual number, as the track 
system contains several pairs of points, both 
points of which can and should be maneuvred 
simultaneously. The two driving mechanisms 
are connected in parallel, so that the time re- 
quired for maneuvering them both is not longer 
than for one. 

The signal levers are normally in vertical po- 
sition and can be set either inwards or outwards 
thereby actuating different signals. The same 
lever can actuate both main and skotch block 
signals, the actuating of several different signals 
with the same lever being made possible by 
leading the signal circuits over point lever con- 
tacts or relay contacts. 

The various levers are associated with each 
other by means of a cross locking gear, located 
behind the vertical front of the machine. This 
gear contains all the necessary control locks, 
and that they are very numerous can readily be 
understood if one reflects over the fact, that the 
interlocking machine, with its 74 levers, must 
have locking combinations for 70 starting and 
incoming tracks and 175 shunting tracks, 


The necessary control and locking operations 
are obtained partly by means of contacts actuated 
by the levers and locking magnets which in- 
fluence the levers, partly by means of a large 
number of relays, mounted in the second story 
of the signal tower. 

The interlocking machine is in no wise con- 
nected up with other apparatus for the releasing 
of points. A cleared track remains locked until 
the train has passed and released the points 
itself, the points being generally released one 
after the other as the train leaves them. 


This plant requires a large number of different 
types of relays for both d. c. and a. c., mounted 
under protective glass covers. The illustration 
on the title page shows a relay for d. c., of 
Ericsson's manufacture. 

A satisfactory view over the very extensive 
zone which is controlled by the interlocking 
machine, cannot be obtained even in broad day- 
light, and at night conditions are still more un- 
satisfactory. For this reason, an illuminated 
track plan (see fig. 10) has been designed and 
constructed by L. M. Ericsson, and has been 
placed above and back of the interlocking ma- 
chine. The main as well as the dwarf signals 
are indicated on this plan and it is divided up 
into track sections which represent the corres- 
ponding sections of insulated track out in the 
track system. 


The different signal combinations are repeated 
on the track plan by means of differently co- 
loured lights, obtained by the lighting of coloured 
lamps placed back of the small windows which 
represent the signals. The presence of a car 
on a track section is indicated by the lighting 
of a lamp behind a window placed in the track 
line; when the track becomes unoccupied, the 
lamp is extinguished. In this way it is possible 
to follow all the movements out on the track 
system as well as the maneuvering of points 
and signals without having to make inspections 
on the spot. 


This plant was put in operation in August 
1925. 


The Ericsson Fire-Alarm System. 


WITH MORSE TELEGRAPHIC SIGNALLING. 


(Continued.) 

AS has already been stated in the previous 

article, alarm boards with but one telegraph 
receiver are recommended for plants with not 
more than twenty-five alarm boxes. If there are 
more than this number, or if conditions are such 
that the number of alarm boxes can be expected 
to exceed twenty-five within a not too distant 
future, an alarm board with at 
least two telegraph instruments 
should be used. 

In the following we shall de- 
scribe an alarm board (see fig. 14) 
with provisions for electrical con- 
trol of the system and equipped 
with two telegraph instruments, 
specially suited for plants with a 
maximum of from 60 to 70 alarm 
boxes. This alarm board is nor- 
mally intended for three alarm box 
loops, but this number can easily 
be increased to four or five, should 
local conditions so require. 

The loops are all connected up 
in series at the alarm board, a 
common control current passing 
through the whole system when “= 
it is in rest position. Incoming 
signals are recorded by both tele- 
graph instruments. 

In larger plants, the alarm boxes are divided 
up among several control circuits with from 
three to five loops in each, the same schematic 
principle being applied and the alarm board con- 
taining the same number of instrument panels 
as there are control circuits. According to the 
diagram (fig. 15) two telegraph instruments are 


Fig. 14. Alarm Board with two 
Telegraph Instruments. 


required for each control circuit; in larger plants 
this number can be reduced without impairing 
the reliability of the system, this result being 
obtained by connecting up some of the instru- 
ments in parallel with several control circuits. 


ALARM BOARD WITH TWO TELEGRAPH 
INSTRUMENTS. 


EQUIPMENT OF THE ALARM 
BOARD. 


(See diagram n:o 10306, fig. 15, and 
reference diagrams figs. 1 to 13.) 


M, M, Telegraph instruments, 
left and right, with arrangement 
which automatically releases the 
works as soon as the armature 
is attracted and locks the same 
when the recording of the signal 
ceases. With extra contacts for 
the automatic restoring device 
(see B,). 


LR Line relay (control circuit re- 
lay). When the system is at 
rest, a control current passes 
over the line and through the 
windings of this relay. When, 
at the sending in of a signal, 
the control circuit is broken 

(on the line), the relay releases its armature 
and herewith breaks the control circuit and 
simultaneously the telegraph instruments will 
be connected up directly to the line. 

A  Miliampere meter for the control current. 
Abnormal changes in the strength of the 
current denote the presence of a fault on 
the circuit (usually a leak or short circuit). 
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К 417 Fig. 15. Diagram for Fire-Alarm System with two Telegraph Instruments. 
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CODE SIGNALLING FIRE ALARM SYSTEM. 


A. NORMAL POSITION. 
REST POSITION. 


Switches in normal position. Line under control current. 


ALARM. 


R во! Fig. 2. Fig. 3. 


B. BREAK: L, glows, B, rings, F, & F, black. 
REST POSITION. 
S, pressed down. 


ALARM. 
L, glows, B, repeats the signal. 


No control current. 


R 385 R 392 Fig. 5. 


C. LF AK: L: glows, B, rings, F, & F, white, M, writes. i 
ALARM. 
L, glows, B, & B, ring. 


REST POSITION. 
S, pressed down. Line under control current. 


R 387 Fig. 7. R 393 Fig. 8. Fig. 9. 


D. BREAK TO RIGHT AND LEAK TO LEFT. 
L, glows, B, & B, ring. F, white, F, black, M, writes. 
REST POSITION. 5, & S, pressed down. 


L, glows, B, rings, B, repeats the signal. 
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R 394 Fig. 11. 


R 395 


Fig. 10. 


R 389 Fig. 12. 


D (E) ALARM: 1. From leak side: L, glows. 
2. From break side: L, glows. 


B, rings. M, registers signal. 
M, registers signal. 


R 


After the signal has ceased, the control current is restored either by hand (S, is pressed down) or automatically (B,). 


S, must always be restored (by hand) and ZL, extinguished, when the system is in rest position. 
NOTE: Loop with break but without leak is generally short-circuited on the alarm board (fig. 13). 


DEFINITIONS: 


Telegr. instr. does not write. 


Telegr. instr, registers signal. 


Telegr. instr. writes conti- 


nuous line, 


Indicator shows absence of 
current. 


Indicator flashes. 


Indicator shows presence of 
current, 


Extinguished lamp. 
Glowing lamp. 


Short circuited loop. 


: Telegraph instruments. 


: Amperemeter for control 


current, 


: Amperemeter for operating 


current. 


: Star indicators. 

: Line relay. 

: Regulating resistance. 

: Trouble indicator lamp, red. 
: Signal lamp, white. 

: Trouble bell. 

: Signal bell, wifh restoring 


device. 


: Break switch. 

: Leak switch. 

: Trouble switch. 

: Line reversing switch, 

: Restoring switch. 

: Earth testing key. 
Bytes 

Jo Jo Ji: 

Pj P. 

CB: 

OBI, OBr: 


Testing keys. 

Short circuiting jacks. 

Short circuiting plugs. 

Control current battery. 


Operating current battery, 
left and right halves. 


Alarm box. 


E. BREAK TO LEFT AND LEAK TO RIGHT. 
L, glows, B, & B, ring. F, black, F, white, M, writes. 
REST POSITION. Sı & S: pressed down. 


S5 to right. 


-> 


Fig. 13. 
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B, and F, (F) repeat the signal. 
B, and F, (F,) repeat the signal. 


The trouble switch 
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Regulating resistance for regulating the 
strength of the control current, which should 
be held at about 10 milliamperes. 


F, Star indicators, left and right. These are 
connected to the extreme ends of the line 
branches and indicate whether or not a 
current is passing over the line or a part 
of the same. 


G Milliampere meter for the operating current. 


& 


This meter indicates the presence of a current 
from the right part of the operating battery 
when a signal is being received or when 
there is a leak on the line. Such a leak, so 
slight as not to interfere with the correct 
reception of a signal, is indicated by the 
meter G. 

Trouble bell. This bell rings when the con- 
trol current is broken, for instance at the 
sending in of an alarm or when there occurs 
a break on the line. 


» Signal bell with device for automatically 


restoring the control current after the recep- 
tion of an alarm signal. The bell rings 
when the magnets of one or both telegraph 
instruments energize. After the signalling 
has ceased, the restoring device is actuated, 
closing a local circuit over the winding of 
relay LR after one or two seconds. LR 
energizes, breaking the operating circuit over 
the telegraph instruments and again closing 
the control circuit, the control current being 
thus restored. 


S, Break switch, used when a break occurs in 


the control circuit, for the purpose of bring- 
ing the system in reak position until the 
fault can be remedied (see figs. 4 to 6.) 


S, Leak switch, used in conjunction with either 


a continuous or an intermittent leak on the 
line (see figs. 7 to 9). 

When a break and leak occur simultane- 
ously, both switches S, and S, are set (see 
figs. 10 to 13). 


L, Trouble indicator lamp which glows as long 


as one or both of the switches (S, and S,) 
are set, indicating that the line is faulty. 


S, Trouble switch which is automatically set at 


S; 
S; 


the reception of a signal or when a fault 
occurs, thus momentarily breaking the earth 
connection at the station. At the same time, 
the time stamp 7 (if there be one) and the 
telegraph instruments are actuated and L, 
glows. 


Signal lamp, which glows while a signal is 
being received at the station and does not 
cease glowing until the switch S, is restored 
to normal (manually) after the signal has 
ceased. 


Line reversing switch, by means of which 
the outgoing and incoming line ends are 
reversed (used when break to the left and 
leak to the right occur simultaneously on 
the line) (see figs. 12 & 13). 


Restoring switch, for manually restoring the 
control current (the lever is pressed down) 
and, when necessary, for disconnecting the 
automatic restoring device in the signal bell 
B, (the lever is set upwards). 


Control battery switch. 
Operating battery switch. 


t Earth testing key, which is used when testing 


the earth connections of the alarm boxes. 


t,, t, Testing keys, to determine in which alarm 


box loop an existing leak is situated. 


Po P, Short circuiting plugs. 


Jo Jo; Ją Short circuiting jacks. 


The insertion 
of af plug into one of the jacks causes both 
branches of the affected loop to be con- 
nected up directly to the left telegraph 
instrument M,, and the line circuit to be 
shorted in the jack (see /, fig. 13). These 
jacks are used for determining in which loop 
an existing break is located and for short 
circuiting a broken loop circuit, when ne- 
cessary, for the purpose of providing elec- 
trical control for the other, undamaged loops. 


Jis fo» fy Fuses, 0,15 amp. 
Jf, to f, Fuses, 2 to 3 amp. 
LA,, LAs, LA, Vacuum lightning arresters. 


MT Hand microtelephone 
I Induction coil 
C,, C, C, Condensers 


T Time stamp, which prints the time of arrival 
of an alarm trouble, or telephone call signal 
on the tape of the right telegraph instrument. 


The necessary terminal screws for connecting 
up line wires, batteries and extra trouble and 
signal bells are placed within the alarm board. 


BATTERIES. 


The following batteries are required for the 
alarm system. 


CB,, CB, Control current batteries, 10 to 20 
volts. 

OB,, OB, Operating current batteries, 20 to 30 
volts. 


SB Signal battery, 10 to 15 volts. 
MB Transmitter battery, 3 volts for MT. 


Electric light current is used for the trouble 
indicator lamp ZL, and the signal lamp L. 

Dry cells are generally used. Eventually, only 
one operating battery is required, in which case 
the corresponding terminals of OB, and OB, 
are connected up, so as not to allow the operat- 
ing battery to be disconnected when switch S, 
is in the wrong position. The control batteries, 
on the other hand, should be two in number, 
to be alternately connected up every other day- 

The batteries should be regularly tested so 
as to make sure, that they are in good condition. 
Abnormal changes in voltage or strength of 
current indicate that something is wrong. 

The following requirements are of importance 
with regard to the batteries. 

For the control current batteries: the strength 
of the control current must not fall below 10 
milliamperes when the regulating resistance R 
is entirely cut out of the circuit, and the auto- 
matic restoring device shall function properly. 

For the operating current batteries: the tele- 
graph instruments shall give clear signals with 
both intact and broken line as when the key f£ 
is depressed for testing the earth connection of 
the alarm boxes. 


For the signal battery: the bells shall give a 
clear, loud signal when an alarm is sent in from 
the alarm boxes, and the automatic restoring 
device shall function properly. 


ALARMING OF FIREMEN. 


The system permits the connecting up of 
polarized bells with low resistance directly in 
the alarm box loops for the purpose of alarming 
firemen whose quarters are not located within 
the station building. 

If such is the case, an alarm magneto is in- 
cluded in the station equipment and the alarm 
board is provided with the necessary switches 
for switching over the loops to the magneto 
(see diagram 10306). 

Switches for the alarm bells within the station 
building can also be mounted on the alarm board. 

A so-called safety connection — to permit 
ringing the bells when the line is broken — is 
made by earthing the middle point of the mag- 
neto armature winding and by connecting up a 
retardation coil in series with a condenser out 
on the line, between line and earth. The point 
for making this connection out on the line is 
chosen so that the alarm bells connected to this 
loop will be divided into two equal groups. By 
making this arrangement, one half of the alarm 
bells in the loop will ring when a magneto 
alarm is sent out over a broken loop. 


DESCRIPTION OF DIAGRAMS. 


A. Faultless line. System in normal position. 


Normally, when there is no fault on the line, 
the switches S,, S, and S, shall be in their 
normal positions, i. e. with the lever standing 
straight out. The trouble indicator lamp L, does 
not glow (see fig. 2). 

With the system in rest position the line relay 
LR is energized and current passes from one of 
the control batteries (CB on the diagram) over 
the following circuit (control current circuit). 

1. CB,+, A, R, winding and contact of LR, S,, 
PF Fis Jv Jo loop 1, Л» Jy t, J» fo» loop II, 


Ío Ja to, Ja Tis loop Ш, Jo Js ds; Fs S5 
$,, $,, S, and —CB,. 


The milliamperemeter A indicates the strength 
of the current, which must be held at about 10 
milliamperes by means of the regulating resi- 
stance R. The indicators F, and F, show white, 
indicating the presence of a current. 

The lever of the trouble switch S, stands in 
vertical position, the signal lamp ZL, being ex- 
tinguished (see fig. 1). 

At the giving of an alarm signal, the line is 
momentarily connected to earth in the signal 
works of the alarm box, causing the right tele- 
graph instrument to receive an electric impulse 
from the right part of the operating battery (OB, 
on the diagram): 


2. Earth at the station, middle point of ОВ,, 
+ОВ,, 5;, М,, а, і, S, 
S [So Fe, fs, Ju, So, right branch of line............ 
* ISa So Se — СВ, +, A, R, winding and contact 
of LR, S,, F,, fo Ju fao left branch of linef 
to earth in the alarm box. 
The magnet of M, energizes, closing a circuit 


over the signal bell B, and the releasing magnet 
of the trouble switch S,. 


3. SB+, contact of M,, В», 
magnet of S,, — SB. 

The trouble switch is thereby released and set 
to its second position, causing the signal lamp 
L, to glow. 

While the trouble switch is in motion 
a) a circuit through the magnet of the optional 

time recorder 7 is closed, 

b) the connection between the operating battery 
and the line (circuit 2 through M,) is broken, 
for the purpose of eliminating the detrimen- 
tal influence of an occasional leakage current 
(circuit 2) on the line relay, since this relay 
must de-energize at the first breaking of the 
control circuit in the mechanism of the 
alarm box, and 

c) a local circuit through both telegraph in- 
struments is closed: 

4 ОВ,+, S, M, а, і, S, M, S, — OB, 

The magnets of telegraph instruments energize, 
causing their clock-works to start functioning, 


thereby permitting the correct reception of the 
first code signs. 

During the continued functioning of the signal 
works the control circuit 1 is broken at the first 
break between the line contacts in the works. 
The line relay LR de-energizes, causing the left 
line branch to be connected to the telegraph 
instrument M, over a relay contact. 

A circuit through the trouble bell B, is closed 
over another relay contact: 


5. 5В+, contact in LR, S,, S», B,, magnet of 
Si; — SB. 

B, rings continuosly during the entire signal. 
After the signal, when the control current is 
restored, B, ceases to ring. 

While the signal works are functioning, the 
three contact springs close and separate — in 
accord with the code number of the alarm box 
— each closing of the contacts causing the fol- 
lowing two operating circuits to be closed (see 
fig. 3): 

6. Earth at the station, middle point of OB,, 
OB,+, S, М,, а, t, Ss, 9b Р,, 5, J» Jos 
right branch of line, contact springs in alarm 
box, earth in alarm box, 
and: 


7. Earth in alarm box, contact springs, left 
branch of line, fa Ju fo Fi, Sy, contact of 
LR, M,, S;, — OB,, earth at station. 


Both M, and M, record the signal on their 
tapes, the signal being repeated by the indicators 
F, and F, and the signal bell B, (compare cir- 
cuit 3). 

When the signal ceases, the line remains intact 
in the alarm box, but is not connected to earth. 
This arrangement provides the telegraph instru- 
ments with current over an all-metallic circuit 
(compare circuits 6 & 7) and they write long 
unbroken lines. B, rings uninterruptedly. 

A circuit over the restoring magnet іп В, is 
closed over extra contacts on M, and M;: 


8. SB+, S, restoring magnet of B., contacts 
in M, апа M,, — SB. 

The armature of the restoring magnet is attracted, 

and after a lapse of time of from 1 to 2 seconds, 
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a local circuit through the winding of LR is 
closed: 


9. CB,+, A, R, winding of LR, S;, contact 
in B», Se, m CB,. 


LR energizes, breaking the operating circuits 6 
and 7 and again closing the control circuit 1. The 
control current is thus automatically restored. 

M, and M, stop functioning, B, and B, cease 
to ring, while F, and F, show the presence of 
current (white). A indicates 10 milliamperes. 
The trouble switch S, is restored to normal dy 
hand (lever in vertical position), causing the 
signal lamp L, to cease glowing. 


Note 1. The control current can also be re- 
stored by hand by pressing down the lever of 
S,, the following circuit being closed: 


10. СВ, +, А, R, winding of LR, S,, Se, — CB,. 


Note 2. When so required, the automatic re- 
storing can be cut out by bringing the lever of 
S, to its upper position. This breaks circuit 8 of 
the restoring magnet in the lower contact of S;. 


B. Broken line. 


When the system is in normal position and 
a break occurs somewhere on the line, the control 
circuit 1 is broken and the line relay LR de- 
energizes, causing the trouble bell B, to ring 
and setting the trouble switch S, The signal 
lamp L, is brought to glow over a contact in 
the trouble switch. Both indicators F, and F, 
show black. 

The system is brougt to rest position with 
break by pressing down the lever of the break 
switch S, to the »Break» position, breaking cir- 
cuit 5 and causing B, to cease ringing. The 
trouble lamp L, is brought to glow over a con- 
tact in S,. The trouble switch is restored by 
hand, L, ceases to glow (see fig. 5). 

In rest position with break the system is 
without electrical control. A indicates zero, F, 
and F, show black. The left branch of the line 
is connected to M, over the contact in LR (see 
fig. 4). 

When an alarm is turned in from an alarm 
box with the system in rest position with break, 


one of the operating circuits 6 or 7 is closed at 
each contact made between the earth and the 
line contact springs in the alarm box, and one 
of the telegraph instruments records the signal. 
One of the indicators flashes and B, rings in 
time with the signal impulses. At the first im- 
pulse S, is set (circuit 3) and L, glows (see 
fig. 6). 

When the signal has ceased, the automatic signal 
device S, is restored by hand and L, ceases to 
glow. 


Trouble investigating at the station. 


At the station, one of the short circuiting plugs 
P is in turn inserted in the short circuiting jacks 
J to ascertain in which loop the break is located. 
If a signal for an unbroken line (both indicators 
show white) is received on the insertion of the 
plug in one of the jacks, this indicates that the 
break is located in the loop belonging to this jack. 

If an investigation of the fault on the line is 
not to be made immediately, the broken loop is 
kept short circuited, and the break switch S, is 
restored to normal (point A). This short cir- 
cuiting connects the broken loop to the left 
telegraph instrument M, and restores the control 
current over the other loops. Alarm and leak 
signals from the shorted loop are received by 
the left telegraph instrument M, only. The signal 
impulses are carried over the following circuit: 
11. Earth in the alarm box, contact springs, line, 

J, Ха, My, Sı, — OB, earth at station. 

Alarm and trouble signals from the other intact 
loops, on the other hand, are received as usual 
(point A). 

If a subsequent break occurs on one of the 
other, previously intact loops, signals are auto- 
matically received at the station according to 
point B, the same procedure as above being 
resorted to with the sole exception, however, that 
if all the loops become broken, one of them shall 
not be short circuited, the system being retained 
in break position, according to point B. 


Trouble investigating on the line. 


When seeking the location of a break in a 
loop, the short circuiting plug is removed from 
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the jack of the loop, and the system is brought 
to break position (point B). 


Note. If breaks have occured in several loops, 
all the broken loops except the one being in- 
vestigated are kept short circuited on the alarm 
board. 

To locate the trouble in question, the line 
repair man selects an arbitrary alarm box on 
the loop under investigation, gives a call signal 
(see point J, Telephoning) and obtains informa- 
tion as to which one of the telegraph instru- 
ments or indicators records the calling signal. 

For instance, if the signal is received by the 
left instrument and the left indicator, this proves 
that the break is located to the right (see diagram) 
of the alarm box chosen by the repair man. He 
must then proceed with his investigation in the 
direction in which the trouble is located — to 
the right in the present case — and repeat the 
test from the next alarm box, and so forth until 
the call signal is received by the other telegraph 
instrument and indicator. Thus the location of 
the trouble is restricted; it is to be found between 
the two alarm boxes, whose signals are received 
by different telegraph instruments and indicators. 
Lastly, the line between these two alarm boxes 
is inspected and the trouble remedied. 

After the fault has been remedied and the 
line is again intact, this fact is automatically 
signalled at the station. M, and M, write a 
long unbroken line. G indicates the presence of 
a current, both indicators show white (compare 
circuits 6 & 7), S, is reset and B, rings (circuit 
3). L, glows. The restoring magnet іп B, re- 
ceives current (circuit 8) and the control current 
is automatically restored (circuit 9), causing M, 
and М, to cease writing, while В, ceases to 
ring. A circuit through the trouble bell B, is 
simultaneously closed, over a contact in LR: 


12. SB+, contact in LR, Sı, S» Bı, magnet of 
S, — SB. 


B, continues to ring until break switch S, is 
restored to normal, after which the system is 
restored to rest position (according to point A) 
by the bringing of S, to its normal position and 
the extinguishing of Z,. 


C. Continuous or intermittent leak on the line. 


When the system is in normal position and 
a leak occurs on the line, the telegraph instru- 
ment M, will write an unbroken line, or, if the 
leak consists of momentary contacts, a sequence 
of dashes (circuit 2, with earth connection on the 
line). G indicates the presence of a current, B, 
rings, S, is set (circuit 3) and L, glows. The 
control current is not broken (increases). Both 
indicators generally show white. 

The system is restored to rest position with 
leak (also in case of intermittent leak) by bringing 
the lever of the leak switch S, down to the 
»Leak» position and by restoring S, to normal. 
This breaks the circuit through M,, which ceases 
to function, and B, stops ringing. The trouble 
lamp ZL, receives current over a contact in S, 
and glows. F, and F, show white and A indi- 
cates 10 milliamp. (see figs. 7 & 8). 

The sending in of alarm signal causes LR to 
de-energize at the first break between the con- 
tact springs of the signal works, closing circuit 
5 and connecting up M, to the left line branch. 
S, is set simultaneously, and B, starts ringing. 
L, glows and M, is connected up to the right 
line branch over a contact in S, (see fig. 9). 
The signal is registered by one of the telegraph 
instruments, while the other writes an unbroken 
line (circuits 6 & 7). 

When the signalling has ceased, the control 
current is automatically restored, M, continues 
to write a long, uninterrupted line and B, rings 
until S, is restored to normal. 


Trouble investigating. 


At the station, the loop in which a leak is 
located, can be determined by depressing — in 
turn — the test keys f, and £, while watching 
the indicators. 

If the left indicator shows white and the right 
one shows black when #, is depressed, the 
trouble will be found to the left of the key А, 
i € in the first loop (compare circuit 7 with 
earth connection on the line) On the other 
hand, if the left indicator shows black and the 
right one white (compare circuit 6), the trouble 
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is located in a loop to the right. In this case 
key ¢, is depressed, etc. 

To locate a leak on the line, the same proce- 
dure as the one used for locating a break is 
resorted to, i. e. by observing which telegraph 
instrument and which indicator receives call sig- 
nals from different alarm boxes. 

When the fault has been remedied, no signal 
is received at the station, the line being tested 
by restoring S, to normal. If no leak signal is 
received, this indicates that the leak has been 
removed in which case S, remains in its normal 
position. 


D. Leak to the left and break to the right. 

When the system is in normal position and 
both a break and leak occur simultaneously on 
the line with the leak located to the /eft of the 
break, the control circuit 1 is broken, LR de- 
energizes, B, starts ringing, S, is set (circuit 5) 
and L, glows. The earth connection on the line 
closes a circuit over M, (compare circuit 7), M, 
writes a long, unbroken line and B, rings. The 
left indicator shows white and the right one 
black. 

To restore the system to rest position, the 
levers of both switches S, and S, are pressed 
down, causing the negative pole of the control 
batteries to be switched over from the right line 
branch to earth. L, receives current over con- 
tacts in S, and S.. 

After this switching operation has taken place, 
the control current is restored — either automa- 
tically or by hand for a part of the line (left line 
branch between the station and the leak): 


13. Earth at station, S,, Sə» Sẹ — СВ, +, А, R, 
winding and contact of LR, S, Р, fo Л, 
Fy, left part of line, earth on line. 
S, is restored by hand and L, ceases to glow. 
The line portion between the station and the 
break (right branch) is connected to the right 
telegraph instrument M, at the alarm board and 
is without control current. 
In rest position the left indicator shows white 
and the right one black (see figs. 10 & 11). 
When an alarm is sent in from the leak side, 
the control circuit 13 is broken and the line 


connected over to the left telegraph instrument 
M,; L, glows and B, rings. The signal is re- 
corded by M, and is repeated by B, and F,. 

When the signal ceases, the control current is 
restored automatically or by hand. S, is restored 
by hand. 

When an alarm is sent in from the break 
side, the signal is received by M,; L, glows, 
B, and F, repeat the signal. The control cir- 
cuit is not broken. 

When the signal has ceased S, is restored 
by hand and L, ceases to glow. 


Trouble investigating. 


When leak to the left and break to the right 
occur on the line, the loop in which the leak 
is located, is determined at the alarm board by 
depressing the test keys г, and t, while observing 
the left, white indicator. If the indicator remains 
white when f, is depressed, the leak is located 
in loop l; if the indicator changes to black, the 
leak is in one of the loops to the right, in which 
case key #, is depressed, etc. 

The break is located by inserting one of the 
plugs P in the short circuiting jacks / and ob- 
serving the black indicator, which changes to 
white when the broken loop is short circuited. 

For locating trouble on the line, the same 
procedure is followed as for locating a single 
break or leak. Telephone signals from alarm 
boxes, located to the /eft of the faults, are re- 
ceived by the /eft telegraph instrument and the 
leff indicator; signals from alarm boxes to the 
right of the faults are received by the right tele- 
graph instrument and the right indicator. No 
signal is received at the station from alarm boxes 
lying between the two faults. 

When the faults have been remedied, both in- 
dicators show white, M, and M, write long un- 
broken lines, О indicates a current and L, glows. 
The trouble switches S, and S, are restored to 
normal and the system is again brought to rest 
position as described in point A. 


E. Leak to the right and break to the left. 


If both a leak to the right and a break to the 
left occur simultaneously when the system is in 
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normal position, the control current is broken 
and the right telegraph instrument writes a long 
unbroken line. L, glows, B, and B, ring. The 
right indicator shows white and the left one 
black. 

To restore the system to rest position, the 
levers of both trouble switches S, and S, are 
pressed down, causing L, to glow, and the lever 
of the reversing switch S, is pressed over to the 
right, after which the control current is restored 
for a part of the line (right branch between the 
station and the leak): 


14. Earth at station S,, S,, Sẹ — СВ, +, winding 
and contact of LR, Sa Р», Ja fo, right branch 
of line, earth on the line. 

L, is extinguished by hand. 

In rest position the left indicator shows black 
and the right one white (see figs. 12 & 13). 

An incoming alarm from the ¿eak side (right 
branch of line) breaks the control circuit 14, 
and the signal is received by the left telegraph 
instrument M,. 

An incoming alarm from the break side (left 
branch of line) is received by the right telegraph 
instrument M,. 


Trouble investigating. 


Investigating and locating faults is carried 
on as already described. We must not forget, 
however, that the line branches have been re- 
versed by laying over the switch S,, so that a 
signal from the left line branch (break side) is 
received by the right telegraph instrument and 
the ¿eft indicator, while a signal from the right 
line branch (leak side) is received by the /eft 
telegraph instrument and the right indicator. 

Note. When both a break and leak occur, 
but in different loops, the broken loop is short 
circuited on the alarm board, апа the system is 
brought to rest position with leak according to 
point C. Generally, a leak and break occur at 
the selfsame point, when the line becomes broken 
and one of the line ends remains insulated 
while the other is grounded. In such a case, 
the faulty loop must not be short circuited at 
the station, but the system must be brought to 
rest position according to point D or E. 


` to record the signal (circuit 7). 


F. Short circuit on the line. 


A short-circuit on the line is not automatically 
indicated at the station unless the control current 
be increased. The fault is discovered when re- 
ceiving a test signal or an alarm from an alarm 
box on the shorted portion of the line, in which 
case the control circuit is not broken and the 
signal is received on the right telegraph instru- 
ment (compare circuit 2). 

Signals from that portion of the line which 
is not shorted, are transmitted as usual (circuits 
6 & 7). 

When the short circuit has been remedied, 
this fact can be ascertained only by testing the 
alarm boxes. 


G. Break in earth connection of alarm box. 


A break in the earth connection of an alarm 
box is not indicated at the station. 

A signal from an alarm box with a faulty 
earth connection reaches the station as usual if 
the line or that portion of the line on which 
the alarm box is located, is uzder electrical con- 
trol (compare the all-metallic circuits 6 & 7 
without earth connection in alarm box). 


Signals from an alarm box with broken earth 
connection and situated on a part of the line 
that is not under electrical control, do not reach 
the station. 


With a break in one loop, signals from an 
alarm box with broken earth connection and 
situated in one of the faultless loops, reach the 
station on condition that the broken loop has 
been short circuited at the alarm board and that 
the control current has been restored in the 
other faultless loops. 

When testing the alarm boxes, a broken earth 
connection can be ascertained by depressing the 
earth test key ¢ while the works are in motion 
and observing the telegraph instruments. If the 
earth connection is intact, the right instrument 
will stop functioning while the left one continues 
If the earth con- 
nection is broken, on the other hand, both tele- 
graph instruments will stop functioning. 
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H. Two or more simultaneous alarm signals. 


If alarm signals are given from two alarm 
boxes simultaneously, one will be recorded by 
the left telegraph instrument and the other by 
the right instrument without interfering with 
each other. As a general rule, if several alarm 
signals are sent in simultaneously, those coming 
from the two outer alarm boxes will be fully 
recorded at the station, while those from inter- 
mediate alarm boxes will be only partially re- 
ceived or entirely eliminated. Under no circum- 
stances, however, will the signals from the two 
outer boxes be disturbed by signals from in- 
termediate alarm boxes. 


L Short circuiting of a loop at the station. 


If two or 
on the line, 


more faults occur simultaneously 
no signal can be received from 
alarm boxes situated between the two faults. 
A temporary makeshift is to short circuit one 
of the loops at the station by inserting one of 
the plugs P into the corresponding short cir- 
cuiting jack /, thus connecting the shorted loop 


directly over to the left telegraph instrument. 
When a signal is given from an alarm box on 
a shorted loop, circuit 11 is closed over the 
earth contact in the alarm box and M, registers 
the signal. In case the loop, in which a leak 
occurs, is short circuited, the left telegraph in- 
strument will write and the signal bell ring con- 
tinuously. It is self-evident that a loop in which 
there is a leak, cannot be short circuited (see 
fig. 13). 


J. Telephoning from an alarm box. 


A calling signal is given from an alarm box 
by slowly depressing the telephone calling key 
in the alarm box. This key is usually depressed 
three times. 

The calling signal is received and recorded at 
the station in the same manner as alarm signals. 

After the reception of the calling signal the 
system is restored to rest position, after which 
the conversation may proceed. 

A telephone conversation does not in any way 
interfere with the reception of a/arm signals, 
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THE ERICSSON 
WIRELESS HEADPHONES 


We are now producing a special wireless model of headphone, combining lightness with 
strength and durability, with a simple adjustment allowing it to fit comfortably to any head. 

The double pole watch receivers have cases of aluminium, and are flexibly held together by 
leather covered steel bands, all other metal parts being of nickel plated brass. 

The headphone is supplied with a soft, flexible cord, a metre and a half long. 

Total weight: 0,4 kgs. 

We manufacture these Phones to the following resistances: 

RF 1320. Resistance, 2000 ohms. Code word: Repmakvoel. 

RF 1321. Resistance, 4000 ohms. Code word: Repmakvoig. 


ALLMANNA TELEFONAKTIEBOLAGET L. M. ERICSSON 
STOCKHOLM 


THE ERICSSON LOW FREQUENCY 
RADIO TRANSFORMER 


ALUM TEL Am LIC 
тоскно 


Transformer, complete with Case. Transformer, with case removed. 


This transformer is of exactly the same construction as our well-known, reliable type with core 
of nonmagnetic annealed iron wire, bent over so as to completely enclose the wire coils. This method 
has proven very efficient for the purpose of protecting the transformer from the detrimental influ- 
ences of neighbouring circuits. 

The transformer is enclosed in a beautifully lacquerred metal case with ebonite top on which 
are mounted four terminal screws P,, P, and S, S, corresponding to the inner and outer ends of 
the primary and secondary windings. 


The transformer is connected up according to the accompanying diagram. 


These transformers are furnished with the | 


following ratios of transformation: 


1 ——— 
Type RM 2100. Ratio 1:5. P s 
” RM 2101. » 1:4. 2 ` 


>» RM 2102. » 1:5. "AL 
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The L. M. Ericsson Display Room in the Ericsson Tower Building, 
Stockholm. 


t is now more than twenty five apparatus and instruments covering 

years since a permanent display , the various lines of manufacture in 
of the various Ericsson products ` which the company is engaged. 
— both old and new — was ar- As may be seen in fig. 3, the 


show-room is located on the ground 
floor and just to the left of the 
main entrance of the building. Two 
electric sign arrangements with 
changing wording, made of jack- 
strips and signal lamps and having 
the form of a switchboard multiple, 
form a very striking feature of the 
attractive window display. 

The attention of a visitor entering 
the showroom is immediately drawn 
towards a large glass cabinet or 
show case, placed between the two 
windows and enclosing a section 
of an automatic exchange according 
to the Ericsson system for higher 
capacities. There is also a full auto- 
matic switchboard — visible to the 


ranged in the Stockholm factory 
building on Tulegatan. The steady 
growth of the company’s output 
made the demands for increased 
floor space more and more insistant, 
however, and after a few years the 
display room was utilized for other 
purposes. The most interesting ap- 
paratus and models — dating from 
the time when telephony was in its 
infancy and from the earlier stages 
of its development — which formed 
a part of this collection were loaned 
to the Royal Telegraph Administration 
and deposited in their museum. 

In the new Ericsson Tower Build- 
ing, however, necessary floor space 
was reserved both for the main 
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office of the firm and for a modern a "- extreme left in fig. 2 — of the type in- 
display and salesroom, these quar- тһе New a Tower Building. tended for private exchanges; the one 
ters being ready for occupancy in shown is for one hundred lines and 


the fall of 1925. The purpose of this new dis- serves not only as an exhibit but also as exchange 
play is to obtain a representative collection of {ог the private telephone plant of the main office. 


ERE 


The wall shown in fig. 2 
has been devoted to mo- 
dern telephone instruments 
of varying types, fire alarm 
apparatus and line material, 
the show case containing 
telegraph material and tele- 
phone parts. On the op- 
posite wall — not shown 
in the illustration — are 
displayed cabel and wire, 
telephone instruments for 
army use, radio material, 
time control clocks, etc. 

A historical exhibit, com- 
prising telephone  instru- 
ments and switchboards of 
Ericsson's manufacture and 
covering various stages of 
development since the art 
of telephony was in its in- 
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Fig. 2. 


fancy, was arranged during 
a few weeks in commemora- 
tion of the company’s fif- 
tieth anniversary. The centre 
group in fig. 2 shows part 
of this exhibit. 

A sales division and stock 
room form a necessary ad- 
junct to the show room, and 
here the general public may 
fill its requirements in the 
telephone or radio branch. 

The lively interest evoked 
by this display, not only 
from telephone men but 
also from the public at 
large, shows clearly how 
highly it has been appre- 
ciated and gives ample 
evidence of the fact that it 
fills the purpose for which 
it was intended. — V. S. 


The Empresa de Teléfonos Ericsson, S. A. 


SOME FACTS CONCERNING THE ACTIVITIES OF L. M. ERICSSON’S MEXICAN 
SUBSIDIARY. 


A concession for the operation of a telephone 
plant within the Federal District of Mexico 
was granted already in 1887 to Cia Telefónica y 
Telegráfica Mexicana, a company formed with 
North American capital. After having operated 
for eighteen years, however, this company had 
not succeeded in increasing its number of 
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subscribers to any considerable extent, apparently 
on account of the more or less unsatisfactory 
service. In 1903 the government granted a new 
concession for telephone service within the 
same district, this concession being taken over 
in 1904 by an association with L. M. Ericsson 
as the main shareholder. 


Fig. 1. Operating Room of Main Exchange, Mexico City. 
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A new telephone system with the main exchange 
in Mexico City and some ten satellite exchanges 
within the Federal District was built by this 
association during the years 1905 to 1907. Later 
on — in 1909 a Swedish stock company; 
Empresa de Teléfonos Ericsson, S. A. (The 
Mexican Ericsson Telephone Co.), was formed, 
this company taking over the new concession 
as well as the operation of the plant. 

As soon as the Ericsson company entered the 
Mexican field a keen competition arose between 
the two operating companies, the Ericsson com- 
pany seeking to win the favour of the public 
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things —, with the result that the new plant 
experienced a very rapid increase in the number 
of subscribers. 

Thus, already in 1910 this net could boast of 
over 6000 subscribers, the competing company 
having about 1000 less. 

In 1920 the 13000 mark was passed, about 
4000 subscribers in the lead of the American 
company, while in 1925 the number of sub- 
scribers had increased to over 19000 and the 
lead was doubled. 

During the twenty years of its activities, the 
Mexican Ericsson company has had to pass 
through several crises. As is well known, the 
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Fig. 2. The Ericsson Telephone Net in the Federal District, with Long Distance Lines. 
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R 442 Fig. 3. Manufacture of Cement Conduits. 


Mexican republic has suffered from a series of 
revolutions which started in 1911 and continued 
with more or less intensity until 1920. In 1913, 
during »La Decena Trágica» — the ten tragic days 

, the main telephone exchange, which is located 
at 2* Victoria No. 53 and happened to lie right 
in the line of fire, had to withstand a very severe 
bombardment. Several shells entered the operating 
room so that it became impossiblefor the operators 
to remain at their posts. A further cause for the 
interruption of the service was the cutting off 
of the power supply through the destruction of 
the feeders of the Mexican Light & Power Co. 


The telephone 
equipment was 
not so seriously 
damaged by shell 
fire as might have 
been expected. 
One shell explod- 
ed at the rear of 
a switchboard sec- 
tion, while an- 
other struck the 
front of the mul- 
tiple, but thanks 
to the sturdy con- 
struction and fi- 
nely polished sur- 
face of the same, 
it glanced off and 
exploded against  ,,, 


Fig. 5. Appearance of the Main Exchange after :La Decena Trágica». 
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R441 Fig. 4. Coating Ducts of Cement Conduits with Asphalt. 


the wall on the opposite side of where it en- 
tered. 

It is evident that the public suffered all manner 
of hardships during these times of inner strife 
and revolution, everyone being forced to limit 
himself to the most necessary expenses. As a 
climax to all this came the world war in 1914, 
unbalancing and almost completely paralyzing the 
entire business world. Notwithstanding all these 
difficulties, the Ericsson company had the satis- 
faction of noting a steady increase in its activi- 
ties, except during the years 1915 to 1918, when 
internal conditions as well as the situation in the 
worldat large were 
altogether too un- 
favourable to per- 
mit of any deve- 
lopment in thetele- 
phone business. 


THE TELE- 
PHONE PLANT 
OF THE FEDE- 
RAL DISTRICT. 
TECHNICAL DATA. 

Until 1900 the 
Valley of Mexico 
was a closed basin 
without sufficient 
outlet, and the 
heavy rains were 
responsible for fre- 
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quent inundations of the capital city, the capacity 
of Texcoco Lake being entirely inadequate to 
receive these large masses of rainwater. 
Already during the fifteenth century attemps 
were made to drain the valley by making a deep 
cut through the mountain range, and during 


Fig. 6. View of Popocatépetl. 


dern working methods, this gigantic work 
could be inaugurated at the beginning of the 
present century, after which time it has been 
possible to little by little lower the water level 
of Texcoco Lake as well as that of the subsoil 
of Mexico City. 
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sizes, varying between 1-pair and 1000- 
pairs, had reached a total of 42,199 
kilometres. 


| Electrolysis. 


In conformity with other concerns 
and public utilities owning under- 
ground lines or piping of metal, such 


— as telephone cables, water pipes, etc., 


иши in Mexico City, the Ericsson company 
BRASIL T . : 
aun has had great difficulty in protecting 
T. these against the destructive electro- 
itis lytic influence of vagrant currents, 
"t these latter being very numerous, due 


— chiefly to the extremely poor condi- 


tion of the return lines of the tram- 
way power net. However, the worst 


a 
R433b Fig. 8. Grand Prize Certificate, Awarded at the International 
of Commerce, Mexico City 1921, 
Mexico. The conduits are of cement and made 


according to the method previously described in 
this journal. The ducts are coated with asphalt, 
giving them a very smooth and even surface, 
this process having been adopted for the pur- 
pose of reducing friction and of facilitating the 
laying of the cables. 

The Ericsson system for underground cable 
plant has proved itself to be admirably well 
suited to the existing conditions, in spite of the 
fact that the Valley of Mexico is situated at the 
foot of the two volcanoes Ixtaccihuatl and 
Popocatepetl and is frequently visited by both 
earthquakes and landslides. 

Concrete manholes are placed at a distance 
from each other of about 100 metres, or at street 
intersections. They are provided with heavy 
covers of cast. iron of sufficient strength to 
support the vehicular street traffic, or with 
lighter ones where the manholes are situated 
under the sidewalk or pavement. 

On December 31, 1924 the Company had 
384,040 metres of underground pipe lines in the 
Federal District, distributed in conduits of from 
1 to 37 ducts each. 

At the same time the total length of the 
metallic circuits in underground cables of various 


disadvantages have been remedied by 


Exhibition 


R440 Fig. 9. Newly Raised Distribution Mast, with Erection Crew. 
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connecting the lead sheaths of the 
telephone cables to the tracks and to 
earth at certain points. 


Distribution. 


In the central, more densly popu- 
lated portions of the city, the tele- 
phone lines are distributed by means 
of underground cable, the individual 
subscribers’ lines which connect the 
telephone instruments to the terminal 
cabinets being 1-pair lead sheathed 
cable. 

In the so-called colonies and the 
residential districts, which are more 
sparsely populated, a system combining 
both underground and aerial lines is 
used. The main cables are carried 
through conduits to large distribution 
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Fig 11. Laying Cement Conduits. R 443 


cabinets with a capacity of from 300 to 600 
lines, placed on the sidewalks against the walls 
of the buildings. From these cabinets the lines 
continue through smaller underground cables to 
terminal boxes mounted on distribution towers 
or masts. These terminal boxes have a capacity 
of 50 to 100 lines or more and are provided 
with fuses and lightning conductors. The distri- 
bution masts vary in height from 18 to 24 metres, 
depending on the height of the adjacent buildings, 
and are crowned with a framework for carrying 
the insulators, constructed so as to permit a 
radial distribution of the aerial lines directly to 
the homes of the subscribers. 

Before determining the location of a distribu- 
tion mast, a preliminary investigation is made 
as to the number of subscribers which are to 
receive service from the same, the ideal location 
of the mast being in the exact centre of the 
distribution district. For the aerial lines, either 
bronze wire or Copperweld B. & S. No. 17 is 
used. 

On December 31, 1924 the aerial plant of the 
Federal District had 2474 kilometres of metallic 
circuits. 
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EXCHANGES IN THE FEDERAL DISTRICT. 
Mexico City. 


The main exchange is situated at No. 53 Calle 
Victoria and built according to Ericsson’s C. B. 
system, with a capacity of 15,200 lines, this 
capacity now being utilized to its full extent. 

The fact that each subscriber makes an average 


per subscriber amounted to 0.2, equal to one 
trouble per subscriber every five years. This 
figure does not refer to cords, plugs, keys, etc., 
but only to such exchange equipment which 
forms a part of the individual subscribers’ lines. 

The necessary power is furnished by two 
»Tudor» storage batteries, type ] 80, with a 
capacity of 2080 ampere hours each. One of 


R 435 Fig. 12. Operators’ Rest and Recreation Room, Main Exchange. 


of fifteen calls a day should be sufficient to 
give the reader an idea of the intensity of the 
traffic within Mexico City. 

Although it is now more than twenty years 
since the Mexico City exchange was built — a 
great part of the equipment dating back to this 
time —, it is still giving excellent service, and 
it is comparatively seldom that any of the sub- 
scribers’ lines within the exchange are out of 
order. During 1924 the number of line troubles 


these batteries is always kept ready for use in 
case of emergency, the charging of the one 
taking place while the other is in use. 

The charging machines consist of two power- 
ful motor-generators, the necessary power for 
driving the motors being furnished by the Mexican 
Light and Power Co. Here also one unit is kept 
for emergencies, should the other one happen 
to get out of order. 

With the experiences from »La Decena Trágica» 


a 


in vivid recollection, a generator plant driven by 
means of a 33 H. P. »Atlas Diesel» motor has 
been installed, capable of furnishing the entire 
building with lighting current and of charging the 
storage batteries, should at any time the power 
supply of the city fail. 


note of greeting from the bells of the new 
telephone instruments. 

The subscribers’ lines enter the basement of 
the exchange building directly from the under- 
ground conduits and continue up through the 
basement ceiling to the first floor, where the 
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Tacubaya. 


This C. B. exchange, built according to the 
same system as the Victoria exchange, was 
opened for service on December 8, 1924. 

The installation of the new telephone instru- 
ments and the cut-over from the old local battery 
exchange at Calle Altamirano to the new exchange 
at No. 57, Calle Morelos was accomplished in 
two days time and without any inconvenience 
whatsoever to the subscribers, the majority of 
whom were awakened the next morning by a 


main distributing frame with its protective devices 
is situated. Here the lines are subjected to daily 
tests, and should any trouble be discovered, 
either outside or within the exchange, it is 
remedied with the greatest possible speed. 

On the first floor is also situated the power 
plant, which provides the necessary current for 
the exchange and for the subscribers' transmitters. 
The operating room is located on the second 
floor together with a rest room, lavatories, living 
quarters for the chief operator, etc. 
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Fig. 14. The Tacubaya Exchange. 


The maximum capacity of the exchange 
is 4,500 lines, 1,800 of which are now con- 
nected up, with special boards for handling 
the junction traffic with the main exchange 
and with the new full-automatic exchange 
at Colonia Roma. This latter exchange is 
now under construction and will be ready 
for service at an early date. 

The generous dimensions of the Tacubaya 
exchange building are amply sufficient to 
permit an eventual increase to 10,000 lines. 
Such a precaution was deemed wise on 
account of the rapid increase of the popu- 
lation in the Valley of Mexico, specially in 
the direction of Tacubaya and Mixcoac. 

The subscribers of Mixcoac and Colonia 
del Valle have also been connected to the 
new exchange in Tacubaya. 


Satellites with simplified C. B. system. 


When the main exchange began to be 
occupied to its full capacity, the steady in- 
crease in the number of subscribers made 
it necessary to build some provisional sa- 
tellite exchanges in the outskirts of the 
city, to wit: Roma, Insurgentes, Condesa 


and Santa Maria. These exchanges 
are built according to a simplified 
C. B. system, suitable for maximum 
capacities of from 1,200 to 1,800 lines. 
The power plants of these satellites 
consist of two sets of Edison storage 
batteries (the one for emergency use), 
type B 6 H, for a tension of 20 volts 
and with a capacity of 112 ampere- 
hours. These storage batteries are 
charged by means of a »Tungar» 
rectifier, which transforms the 120- 
volt, 50-cycle alternating current of 
the city net into direct current. 
These small exchanges are soon 
to be abolished in conjunction with 
the inauguration of the new automatic 
exchange in Colonia Roma. Their 
equipment being very compact, it will 
be an easy matter to transfer the same 
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without great expense to other places where it 
can be used for other satellites or independent 
exchanges. 
Satellites with magneto system. 

In addition to the two large exchanges and 
the four C. B. satellites already described, there 
are fourteen local battery exchanges in the 
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such as Pachuca, Toluca, Texcoco, El Oro, 


Puebla, Tlalnepantla and Cuautitlán. 


The toll exchange in Mexico City has a 
capacity af 200 lines. Although the number of 
toll lines is not very large at the present time, the 
Company has good hopes of being able to extend 
this service considerably in the near future. 
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Federal District, a large number of junction lines 
enabling them to communicate with each other 
as well as with the larger exchanges. 

The total number of telephone instruments 
installed within the Federal District on May 1, 
1926 amounted to 20,361. 

TOLL LINES. 

Toll lines, owned by the Mexican Government, 
connect the telephone plant of the Federal District 
with some towns in the neighbouring states, 


Fig. 16. Map of Mexico, Showing Positions of the Federal District and the State of Guanajuato. 


THE GUANAJUATO TELEPHONE PLANT. 


The state of Guanajuato is situated in the 
very heart of the Mexican Republic and has 
been noted from time immemorial for its agricul- 
ture and its mining. The Ericsson company 
holds a concession for all telephone traffic within 
the state and owns the telephone plant, which 
gives service to about 2,000 subscribers, distri- 
buted among 12 exchanges of varying sizes: 
Two of these are C. B. exchanges, the remainder 
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being L. B., all of them being interconnected by 
means of junction lines. 

The map in fig. 17 shows the more important ex- 
changes as well as the connecting junction lines. 
GENERAL AGENCY OF ALLMANNA TELE- 

FONAKTIEBOLAGET L. M. ERICSSON IN 

MEXICO. 

Empresa de Teléfonos Ericsson, S. A. has had 
the agency of the parent company in Stockholm 
for quite a number of years for the sale of its 
complete line of manufacture, such as telephone 
instruments, switchboards, wire, telephone cable 
and line material. Thus, the Ericsson company has 
been able to supply nearly all of the private Mexican 
telephone companies with all necessary material. 
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The Central American republics also form part 
of the territory in which the sale of Ericsson 
material is handled by the Mexican company. 

A few years ago the Ericsson company was 
entrusted with the selling and erection of com- 
plete equipment for two telephone exchanges 
— the one for C. B. and the other for interurban 
service — in San Salvador for the account of 
the Government of that country, and at the 
present moment negotiations are being carried 
on with the Nicaraguan Government for the 
modernization of the telephone plant in Managua, 
capital of that republic. 


H. Rost. 


Chief Engineer. 
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Fig. 17. Map of the Telephone Net of Guanajuato. 


Selling Fish over the Phone. 


yee dealers are more and more coming 
to realise the value of the telephone as an 
aid in selling their wares. Many a merchant, who 
previously sent his travelling salesman out on 
the road to obtain the orders of the customers, 
now keeps him at home and lets him handle 
the sales over the telephone. In certain lines of 
business the telephone is practically indispen- 
sable, one of these being the wholesale trade in 
fresh fish, the perishable nature of this article 
necessitating its delivery to the retail dealer and 
the consumer with the least possible delay. 

In the following we will give an account of 
how the telephone has been made to serve the 
interests of the wholesale fish market in Gothen- 


burg, the main trading centre for the West coast 
fishery. 

The catches are brought in by the fishermen 
to the city fish market, where they are sold at 
regularly held auctions to both exporters and 
wholesale fish dealers, these latter in turn, selling 
the fish to a retail market covering the greater 
part of the country. Exportation, chiefly to 
Germany, is also carried on, specially during the 
herring season. 

Fish sales by telephone are confined to the 
early morning hours between 7 and 10 a. m. 
but already at noon of the previous day the 30 
to 40 wholesale fish dealers place their orders 
for toll calls to be effectuated on the following 
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R412 Fig. 2. Display Board Showing Numbers of the Lines 


Connected up to Auxiliary Board. 


morning. This early placing of 
orders for calls, necessitated by 
the existing keen competition, 
means that the dealer must be 
guided as to the number of calls 
by the assumed fish supply on 
the following morning. If the 
catches fall below the estimated 
quantity or if stormy weather 
has spoiled the  fishermens' 
chances, it sometimes happens 
that a great number, if not almost 
all of the ordered calls are can- 
celled just as they are about to 
be effectuated. On the other 
hand, if the supply is greater 
than the merchant has estimated 
the sudden placing of orders for 
large numbers of additional calls 


is often experienced by the tele- p 4n Fig. 4 


phone exchange. During the winter, when the 
fishing fleet sometimes brings in catches of herring 
of 10,000 to 20,000 hektolitres, it is not unusual 
for some of the wholesale dealers to place orders 
for as many as 100 to 200 calls each. 
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Such mass orders cannot suitably be handled 
by the regular junction operators, a special divi- 
sion having been arranged for this purpose, with 
operators specially trained for this kind of work. 
The ordering firm usually has two or three 
telephone instruments, and when an order for 
calls is taken, the numbers of the subscriber's 
telephones are stamped on the order slip by 
means of a rubber stamp (see fig. 3. Such a 
stamp is provided for each subscriber who 
places wholesale call orders. 

The actual connecting up of the so-called 
»fish-calls» has been greatly simplified by 
arranging a special concentration or auxiliary 


¥ 


раг 


Auxiliary Junction Board or Concentration Board for Fish-Calls. 
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junction board (see fig. 4). The local lines of 
the fish merchants are connected up to this 
concentration board during the early morning 
hours when most of these calls are made. These 
lines, usually amounting to 40 or 50 every day, 
terminate in jacks over which are placed designa- 


The auxiliary junction service can usually be 
handled by two or three operators, who distribute 
the lines of the calling subscribers to the various 
toll positions for one or two calls, according to 
a previously arranged schedule (see f in fig. 4). 
As soon as a conversation over such a connection 
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tions giving the numbers of the subscribers’ 
instruments (see s in fig. 2). The lines which 
are connected up for the time being to the 
auxiliary board, are clearly denoted by means of 
large number cards mounted on boards, these 
latter being placed within the toll operating 
room in such a position that they can easily be 
seen by the toll operators (see fig. 2). 
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R 45 Fig. 6. Graph Showing Number of Outgoing and 


Incoming Toll Calls on an ordinary Week Day. 


is terminated and the toll operator takes down 
the cord, a clearing lamp for the corresponding 
cord in the auxiliary board glows, and the 
operator at this board can immediately connect 
up the local line to another toll position, where 
the calls ordered by this subscriber are in order 
to be effectuated. An incoming call for a sub- 
scriber whose line is connected up to the auxiliary 


board is reported by the toll operator to the 
operator at the auxiliary board over the inter- 
mediate junction line. The auxiliary junction 
operator makes a note of this and surrenders 
the desired subscriber’s line as soon as it is 
disengaged. 

The first and most important advantage gained 
by the use of a concentration board is a better 
regulated toll service, it being unnecessary for 
the toll operator to request the line of the 
subscriber (fish dealer) from the junction division, 
often in vain. Another advantage is that the 
line of the ordering subscriber is more evenly 
fed with toll calls, thus permitting a more speedy 
toll service. 

On account of the irregular supply of fish, 
this traffic varies not only from day to day (see 
fig. 5) but also during the different seasons. 
Thus, during the winter herring-season this traffic 
increases most noticeably, the telephone exchange 
at times being put to a very severe strain. 

Fish-calls are generally of very short duration. 
Their average length is two minutes, against a 
mean length of 4'/ minutes for all outgoing toll 
calls from the Gothenburg exchange. 

As already mentioned, most of the fish-calls 
are dispatched during the early morning hours, 


The graph in fig. 6, which indicates the number 
of outgoing and incoming toll calls on an average 
weekday, gives a good idea of the relation Бе- 
tween the regular traffic and the fish-call traffic. 
The regular outgoing traffic between 7 and 10 
a. m. being of about the same intensity as the 
incoming traffic at the same time, it follows that 
the shaded portions approximately represent the 
daily fish-call traffic. 

The rates charged for fish-calls are the same 
as for regular toll calls, but during the hours 
7 to 9 a. m. — just when most of the fish-calls 
are dispatched — a reduced rate schedule is 
enforced. 

The concentrated and often very intense fish 
trade carried on by telephone requires not only 
the abovementioned special arrangements at the 
telephone exchange, but also speed, alertness 
and expert salesmanship on the part of the 
wholesale fish dealer. Already some few hours 
after the fisherman has sold his catch to the 
wholesaler, this latter, in turn, has divided up 
and sold the batch, packed it in boxes and 
loaded it on railway cars, ready to be sent out 
io various parts of the country by the next 
departing trains. 

Won. 
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Notes of interest from Chile. 


Excerpts from a letter by Mr. J. S. Andersson, installation chief at Buenos Aires. 


n a recent letter — the contents of which 

have been placed at our disposal — Mr. J. S. 
Andersson relates his experiences of a visit to 
Chile, where he had charge of the installation 
of a new central battery exchange in Antofagasta. 
Before returning to Buenos Aires he also visited 
the cities of Santiago and Valparaiso. 

Mr. Andersson arrived at Antofagasta — a 
city in northern Chile with a population of 
about 51,000 — in the middle of June 1925 and 
immediately proceeded with the erection of the 
telephone ex- 
change, this work 
being completed 
on November 9th 
of the same year. 

This exchange 
is built for 960 
lines, with an ulti- 
mate capacity of 
2,400 lines. It was 
taken into service 
on Jan. 16, 1926. 

The ассотра- 
nying illustrations 
show the ex- 
change in various 
stages of comple- 
tion. 

Mr. A. retains 
the most pleasur- 
able memories of 
both the manager 
and personel of 
the Chili Tele- 
phone Company, 
owners of the An- 
tofagasta plant, „к 


where a very good spirit of co-operation existed 
at all times. 

After having assisted with the installation of 
the cable intakes and the connecting up of the 
longest rural lines, Mr. A. left for Santiago on 
the 21st of December. 

Here Mr. A. had the pleasure of meeting Mr. 
Mitchell, the managing director of the Chili 
Telephone Company, who took advantage of 
this opportunity to make himself acquainted 
with the Antofagasta plant, stating that additional 
common battery 
exchanges wereto 
be erected in Chile 
in the near future. 
In the two largest 
cities — Santiago 
and Valparaiso — 
however, automa- 
tic telephone sys- 
tems have been 
installed. 

On thetitle page 
of this issue is 
reproduced a de- 
cidedly unique 
photograph from 
Concepción, Chi- 
les third largest 
city with a po- 
pulation of about 
70,000. Here the 
Chili Telephone 
Company has in- 
stalled a common 
battery exchange 
for 1,200 lines (ul- 
timate capacity 


Fig. 2. Operating Room of the Antofogasta Exchange 
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2,800 lines) similar to the one in Antofagasta. The 
high esteem in which L. M. Ericsson material is 
held by the Concepción employees is convincingly 
illustrated by the fact that their victorious rowing 
team have christened their boat »Ericsson» and 
inscribed the same name on their jerseys. The 
illustration shows the members of the team 
grouped about the manager of the company, the 
trophy being a newly acquired challenge cup. 
Mr. A. concludes his letter by expressing the 


hope — after many years service in South 
America — of soon being able to again set foot 
upon the soil of his native country, partly for 
the purpose of studying new developments 
within the field of automatic telephony and 
partly — in spite of everything beautiful and 
interesting seen and experienced in foreign 
climes — to revisit »the most beautiful city 
and the most beautiful country in the world» — 
the writers own words. 
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Ericsson Company Obtains Concession for Toll Traffic in Mexico. 


We have the pleasure of announcing the receipt 
of cabled information from the Empresa de Telé- 
fonos Ericsson in Mexico stating that this com- 
pany has now signed an agreement with the 
Mexican government whereby it has obtained a 
concession for the toll service of the entire 
country. Co-operation between the Mexican 
government and the Ericsson company has 
existed since many years back, the latter having 
operated and maintained a number of govern- 
ment owned toll lines. The concession now 
obtained, however, means the building of many 


new toll lines as well as the modernization of the 
existing ones; an account of the Company's 
plans in this respect will be published in a sub- 
sequent issue. 

In order to provide the necessary capital re- 
quired for the development of the toll service 
as well as for the expansion of the local tele- 
phone nets — which latter are now experiencing 
a rapid increase -- the annual meeting held on 
June 30th passed a decision to double the joint 
capital of the Company to 10,800,000 Swedish 
crowns. 


New C. B. Exchange for Chile. 


The Chili Telephone Co. Ltd., have recently 
placed an order with L. M. Ericsson for a com- 
plete new telephone exchange for Iquique, a city 
in Northern Chile with a population of about 
38,000. This exchange will be built on the same 
lines as the one recently erected in Antofagasta 
and will have an initial capacity of 1000 lines. 


This is the third exchange ordered in close 
succession by the Chili Telephone Co., proving 
beyond a doubt that those previously delivered 
have been to the entire satisfaction of the cus- 
tomer. 
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THE ERICSSON 
WIRELESS HEADPHONES 


We are now producing a special wireless model of headphone, combining lightness with 
strength and durability, with a simple adjustment allowing it to fit comfortably to any head. 

The double pole watch receivers have cases of aluminium, and are flexibly held together by 
leather covered steel bands, all other metal parts being of nickel plated brass. 

The headphone is supplied with a soft, flexible cord, a metre and a half long. 

Total weight: 0,4 kgs. 

We manufacture these Phones to the following resistances: 

RF 1320. Resistance, 2000 ohms. Code word: Repmakvoel. 

RF 1321. Resistance, 4000 ohms. Code word: Repmakvoig. 
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The New Ericsson Automatic Exchanges 


Qc = SS 
n the fifteenth of June 
last the new telephone 
exchanges which are to 


handle the traffic in San Se- 
bastián (Spain) and vicinity 
were officially inaugurated, 
These exchanges are built 
according to the Ericsson 
full automatic system, the 
entire installation consisting 
of a local net — »La Red 
Telefónica Urbana Municipal» 
— and a rural net -— »La 
Red Provincial» —, reaching 
out about 15 kms from the 
centre of the city and with 
sub-stations in Pasajes, Ren- 
teria, Hernani and Miracruz 
within the province of Gui- 
puzcoa, 

San Sebastián — a city of 
about 60,000 inhabitants — 
is the most frequented Spa- 


nish bathing resort, being situated where the 
little river Urmeas empties its waters into the 
innermost part Bay of Biscay, about seventeen 
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H. M. King Alfonso XIII. 
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IN SAN SEBASTIAN AND VICINITY. 


by port of Pasajes. 
for good telephone service in such an impor- 
tant community is apparent, its leading men 


kilometres from the French 
border. 

A beautiful location, to- 
gether with imposing buil- 
dings, lovely parks and boule- 
vards, and a wonderful bath- 
ing beach have all contri- 
buted to make San Sebastián 
a most fashionable summer 
resort in which the elite of 
Spain — including the royal 
family (which resides in the 
summer palace of Miramar), 
the cabinet and the foreign 
legations — spend the sum- 
mer months, When the sea- 
son is at its height, the 
population of this city is 
often doubled. San Sebas- 
tián is an important manu- 
facturing centre and has a 
flourishing trade, thanks to 
the well situated and near- 
The absolute necessity 


having been among the first to acknowledge 
this fact. 

In november 1923 the municipality of San 
Sebastian succeeded in obtaining from the govern- 
ment a concession for all time for the operation 
of the city's telephone net. After the coopera- 
tion of neighbouring localities had been assured 
by the signing of an agreement with the pro- 
vincial government (La Diputación) of Guipúzcoa, 
it was decided to adopt a full automatic tele- 
phone system for the city and its environs in- 
stead of the previously existing C. B. and L.B. 
systems. 

This decision was arrived at following a trip 
made by the city and provincial telephone ma- 
nagers for the purpose of studying the various 
telephone systems now in use on the continent. 

In April 1924 bids were requested from all 
the leading telephone concerns, such as Stan- 
dard Electric, Thompson Houston, Peel Connor, 
The New Antwerp Telephone and Electrical 
Works (A. T. E. A.) Siemens, and L. M. Ericsson, 
the tender of the latter firm being accepted on 
May 26 of the same year on account of its 
being lowest as well as for the decided tech- 
nical advantages possessed by the Ericsson 
system. The completed installation was to be 
handed over during the year 1926, this having 
now taken place. 


The both exchanges, i. e. Red Urbana and 


Red Provincial, are housed on different floors 
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of the same building in San Sebastián. They 
operate independantly of each other except for 
the power plant, which is common for both of 
them. 

The number of subscribers' lines in the local 
net is at present about 3200 and will propably 
be increased to 4000 by the end of the year 
on account of the large number of applications 
now waiting to be effectuated. The present 
capacity of this exchange is 5500 lines, with 
room for an additional 1500. 

The four satellite exchanges of the rural net 
are built for a present capacity of 640 lines, the 
total maximum capacity being 3500 lines. 

In connection with the change from manual 
to automatic equipment extensive underground 
conduit lines have been built for the outside 
cable plant, thereby considerably increasing the 
plant built in 1908. This work has been done 
by the Compañía Española de Teléfonos Ericsson. 

San Sebastián was the first Spanish city with 


underground distribution of cables — a most 
necessary adjunct to good telephone service in 
large communities —, and пом, also, it is the 


first city in Spain to obtain a full automatic 
telephone system. 


As already mentioned, the inauguration of the 
entire plant took place on the 15th of June last, 
in the presence of the secretary of state, general 
Martínez Anido, who had come up from Madrid 
for this purpose. In addition, officials and repre- 
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Pasajes. 


sentatives from the city as well as from the 
province, together with representatives from 
L. M. Ericsson — all together about 150 per- 
sons were present and took part in the 
inaugural proceedings at the central exchange, 
commencing at noon. 

During the animated luncheon which followed 
the proceedings, a hearty vote of thanks was 
extended to all those who had participated in 
the work and contributed to its successful comple- 
tion, among whom L. M. Ericsson and their 
representatives present were given a prominent 
place. 

On July 6th the telephone exchange was 
honoured by a first royal visit, in that Her 
Majesty the Dowager Queen Maria Cristina, 
together with four of the children of the King 
and Queen, were escorted through the exchange 


and spent quite some time in being shown its 
interesting intricacies. 

On July 23rd, H. M. King Alfonso arrived to 
see for himself in what manner L. M. Ericsson 
had performed its commission in the city to 
which the activities of his government are re- 
moved during the summer months. His Majesty 
evinced a keen interest in the plant and spent 
over an hour in a study of the same, including 
the cable intakes in the cellar as well as the 
smallest details of the selector and line finder 
mechanisms, after which he congratulated and 
thanked all those with whom this fine piece of 
work had originated and wished them continued 
success in their work in the field of telephony. 


Lastly, we beg to offer some points of infor- 
mation which — without additional comment — 
will enable our readers to form an opinion of the 
economical advantages offered the general public 


Eernani. 
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in San Sebastián after the introduction of auto- 
matic equipment of the Ericsson system, as 
compared with conditions in other large Spanish 
cities. 

For the sake of comparison we will take the 
subcription rates for a telephone with unlimited 
service, i. e. a business telephone. 


San Sebastián, annual subscription rate Pts. 156: — 


Santander, » » 180: — 
Bilbao » » 225: — 
Madrid , » » » 375:— 


1 Peseta = abt £ 0-0-7.6 


This shows clearly that the municipal opera- 
tion of the telephone net has resulted in giving 
San Sebastián telephone rates which are 13' s% 
lower than those of Santander, 30*/, % lower than 


Bilbao's, than those of 
Madrid. 

This last figure, in particular, should be able 
to give many persons ample food for thought. 

A complete description of the San Sebastián 
plant will be published in a coming issue of 
this journal. 

We will close this little article with a few 
words from a leading San Sebastián newspaper 
concerning the manner in which the Ericsson 
company has fulfilled its commission in this 
city: 

As concerns the company to whom the con- 
struction of this plant was entrusted, on this 
occasion we will only repeat that it has again 
given evidence of its high standard of business 
morals and of its perfect technical organisation.: 


GO. K. 


and 584 % lower 
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The Toll Traffic Problem in Europe with Special Reference to the 
Organization of the Service 


by A. Lignell, Director of Telephones, Stockholm, Sweden. 


N the end of the Great War, and after 
the most serious of its immediate conse- 
quences had been removed, the necessity for 
more satisfactory international telephone com- 
munications was seriously felt. The allied coun- 
tries were soon to realize this fact, and it was 
France that took the initiative for the forming 
of a coalition comprising all the nations of 
Europe, its purpose being the organization of 
the international long distance telephone service 
on lines of common interest, from a purely 
technical point of view as well as with regard 
to the traffic. Most excellent resulis can now 
be obtained with comparative ease over the 
longest distances in Europe, thanks to the latest 
technical developments within the field of tele- 
phony. 

First of all, uniform technical rules and regula- 
tions which will insure a perfectly satisfactory 
technical standard for long distance connec- 
tions must be worked out and put into effect, 
after which — but by no means of less im- 
portance — uniform and suitable standards of 
service must be adopted, without which the 
dreamed of future great international telephone 
net can never be realized and fulfill its purpose, 
i, e. to be an easily accessible and excellent 
means of communication extending over the 
whole of Europe. 

For this purpose the »Comité Technique Pré- 
liminaire» was formed in 1923, France, Belgium, 
England, Italy, Switzerland and Spain being re- 
presented in the same. In May 1924 and after 
the sending out by France of a general note 
of invitation to all the European countries, this 
committee developed into the » Comité Consul- 


tatif International des Communications Télépho- 
niques à Grande Distance», to which delegates 
were chosen by a majority of the European 
governments. At the World telegraph congress 
in Paris 1925, the »Comité Consultatif Inter- 
national» (C. C. 1) was entered as a special 
body belonging to the International Telegraph 
Union. This committee, which carries on its 
work with permanent general secretary's offices 
— the latter located in Paris — and has at its 
disposal the foremost experts within the field 
of telephony, has compiled and issued during 
the past year a large amount of regulations and 
advice, for the purpose of bringing present as 
well as future telephone plants to the highest 
possible standard from a purely technical point 
of view as well as with regard to the traffic. ' 


When the technical requirements have been 
filled, not only as concerns the standard of the 
international telephone lines but also as to that 
of local plants, the financial basis for an efficient 
international telephone net must be founded on 
a sound rate policy, economical operation, and 
the organizing of the service in such a manner 
that it will satisfy the demands of the public 
for speed and efficiency. 


The Tariff Policy. 

It would be both desirable and advantageous 
if all European nations could come to an agree- 
ment and adopt a common zone tariff for inter- 
national telephone communications. For the pre- 
sent, however, this solution of the problem is 
blocked by a number of difficulties. Existing 
plants are not sufficiently alike and domestic 
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telephone rates, which quite naturally will be 
compared with those of foreign countries, vary 
considerably in different countries. For the pre- 
sent, therefore, it will no doubt be necessary to 
accept an international rate schedule lying within 
certain limits, meanwhile striving towards the 
achievement of greater unity in the future. 

A seemingly sound basis for a rate policy 
would be the principle which does not permit 
more than a reasonable interest being obtained 
on the invested capital, after having deducted 
the current expenses and made necessary re- 
ductions in values. 

The rates, however, are largely dependent on 
how the service is organized — as is the case 
with the value derived by the public from the tele- 
phone communications. In the following, there- 
fore, we will give a little closer attention to the 
requirements for a rationally organized toll service, 
at the same time touching on some technical ar- 
rangements which have proved themselves of 
value in regard to the betterment of this service. 


Efficient use of lines. 


The manner in which the toll lines can be 
utilized for communications for which a fee is 
charged is a factor of great importance with 
regard to the financial results of the service, 
and, consequently, on the rates to be charged. 

In the first place, of course, this depends on 
whether there is any traffic at all for a certain 
toll line. Experience has shown, however, that 
there need be no want of traffic on condition 
that the routes followed are suitably planned 
and laid out. 

There now exists a long felt want for telephone 
communications between the large European 
business centres, this want being but partially 
filled. The present users of the existing lines 
are for the most part recruited from the com- 
paratively narrow circle of large financial and 
business enterprises. If suitable measures аге 
adopted permitting of a more economical opera- 
tion of the plants, thus making possible a gra- 
dual reduction of the telephone rates, the time 
is not far distant when this modern means of 
communication will serve not only the interests 


of high finance but also those of lesser propor- 
tions which already exist between the peoples 
of different nations, as well as others which 
would quickly develop as a result of the reduced 
rates. This argument is applicable in principle 
also to the domestic traffic, where the demand 
for means of communication between the various 
commercial centres is even greater. 

Thus, even if there is no reason to fear any 
lack of traffic under the above mentioned condi- 
tions, it is necessary to see what can be done 
so as to obtain the greatest possible returns 
out of the existing lines. 

Before going into this subject in detail, it may 
be of interest to touch on the differences between 
the American and European toll tariff systems, 
as these lead to decidedly varying results as to 
the possibility of utilizing the toll lines in the 
most efficient manner. 

The American system is organized on the 
basis of practically equal and, at the same time, 
very short waiting time for all calls. Calls with 
a right of precedence (express calls) do not 
occur. The mean waiting time for toll calls on 
all distances is said to be about eight minutes. 
For distances exceeding 225 kilometres, which 
about corresponds to the distances in the inter- 
national European telephone traffic, the mean 
waiting time is from ten to twelve minutes. 

It is apparent that these short waiting times 
cannot be reached and maintained during intense 
traffic periods unless a very large number of 
circuits are available, and it is equally apparent 
that this large number of circuits cannot but be 
very inefficiently utilized during less intense 
periods of traffic. 

Since both interest and amortization must be 
paid on these expensive lines, such a low call 
frequency per circuit must needs result in high 
tariff rates. It is this condition which is mainly 
responsible for the fact the American toll rates 
are not only many times higher than existing 
European rates but also much higher than those 
which need be applied in a fully up-to-date 
European toll net. 

European tariff systems, on the other hand 

with the exception of England —, are based 
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on the assumption that all calls do not need to 
be promoted with equal speed. Calls of a very 
urgent nature are given the right of precedence 
at an increased rate, the waiting time for other 
calls being maintained at a reasonable level. 
This method of differentiating between the length 
of time required for promoting calls, together 
with the maintenance of a waiting time — for 
ordinary calls — of '/s, 1 and 1'/2 hours for 
distances of 500, 1000 and over 1000 kilometres 
respectively (these waiting times are proposed 
by the Comité Consultatif International as being 
suitable) permits the use of lines of commu- 
nication with a much smaller number of cir- 
cuits than the American method of putting all 
calls on an equal basis with very short waiting 
times. In this manner, the lines can be much 
more efficiently utilized for the transmission of 
paying toll calls and the rates can be maintained 
at a decidedly lower level than the American 
ones; even express calls will not be more ex- 
pensive — with 3 times the initial rate — than 
any American calls, either urgent or not. 

From the point of view of the public there 
are naturally no objections against short waiting 
time for the promotion of a call; but I am 
convinced that the European traffic is better 
served by a decidedly lower toll rate for less 
urgent calls and by promoting really urgent 
calls — which, with a well balanced supply of 
circuits, should not exceed 10 to 20 % of the total 
number — with American speed and at a cost cor- 
responding to the American initial rate for all calls. 

The European tariff system allows 4000 call- 
periods (one call-period — 3 minutes) per circuit 
and month with satisfactory results as to length 
of waiting time; the American system will hardly 
allow more than about 1500. The important 
part which this fact will play in the setting of 
the rates cannot be ignored, especially if we 
consider that rates for calls over very long lines 
are in proportion to the cost of the line, the 
cost of the service on the other hand, being of 
minor importance. 

The requirements necessary for the efficient 
utilization of a circuit with maintenance of satis- 
factory waiting times are as follows: 


1. A steady afflux of calls. 

2. Good service, permitting the shortest pos- 
sible intervals between calls, thus increasing the 
earning capacity of the circuit. 

For the purpose of arriving at a constant 
traffic load for the existing circuits the Comité 
Consultatif International has recommended the 
adoption of tariffs varying during different parts 
of the day. 

It is quite natural that the telephone circuits 
are subject to the heaviest load during the re- 
gular business hours. Thus a circuit which can 
easily be overloaded during office hours can be 
almost entirely disengaged outside of these 
hours, this condition creating a necessity for 
the removal of traffic from the regular business 
hours to those hours during which traffic is 
usually slack, and for the development of new 
traffic during the last mentioned hours, resulting 
in a practically constant traffic curve. Reduced 
rates — so-called night rates — are already 
in existence in and between some European 
countries. A reduction of rates during the day 
is enforced in Belgium, England, Denmark, 
Norway and Sweden and between the last men- 
tioned countries mutually. The United States 
has also a sliding tariff with three different rate 
periods. 

The hours most suitable for reduced rates 
vary in different countries for the domestic as 
well as for the international traffic. In this re- 
spect, the office hours as well the hours when 
the stock exchange is open play an important 
part, the widespread use of residence telephones 
being also an important factor. 

As it is undoubtedly of general interest to see 
how reduced rates — under favourable condi- 
tions — can influence domestic telephone traffic, 
| will take the liberty of mentioning some facts 
concerning Swedish conditions in this respect. 

Already in July 1904 reduced night rates — 
the percentage of reduction varying with the 
distance — were introduced in Sweden, being 
applied during the hours between 9 p. m. and 7 
a. m. In 1920, when economic conditions caused 
by the general depression made it necessary 
to increase the earning capacity of the toll lines, 


= Бб: 


the toll rates, it is true, were considerably in- 
creased during those hours when the traffic was 
heaviest, but the reduced rate period was simul- 
taneously lengthened to include the early evening 
hours. Practice had shown that the hours from 
9 to 11 p. m. were subject to a heavy traffic 
load on account of the reduced rates in effect 
during that time, while during the hours just 
preceding 9 o'clock, on the other hand, the 
traffic was comparatively light. For this reason 
the reduced rate period was moved back so as 
to include the hours between 7 and 11 p. m., 
normal rates being again enforced during the 
hours after 11 p. m. because operating expenses 
in Sweden are 50 % higher at night than during 
the day and because it has been proved that 
no increase in traffic is to be reckoned with 
by reducing the rates during the late night 
hours. 


It soon became evident, however, that the 
reduced rate period could be made even longer. 
This was done on October 1, 1921, after which 
date it included the hours between 6 and 11 
p.m. On October 1, 1922 the reduced rate 
period was subjected to still another increase, 
this time by the two morning hours between 7 
and 9 a. m. 


Since that time there has been no change in 
the hours during which reduced rates are applied, 
i. e. 7 to 9 a. m. and 6 to 11 p. m. 

Thus it will be seen that rate reductions have 
taken place gradually and only after experience 
has shown that the changes would not be 
accompanied by any disadvantages. 

If we do not reckon the hours between 11 
p. m. and 7 a. m., during which only about !/2 % 
of the entire traffic is handled, we find that 
normal rates are in effect during 9 hours and 
reduced rates during 7. Thus, reduced rates — 
the reduction varying with the distance between 
25 and 52 4 — are in effect during abt. 44 % 
of the effective traffic time. 

The intention in reducing the rates has been 
to make the traffic curve as even as possible, 
thus utilizing the circuits in an efficient manner 
and at the same time popularizing toll traffic. 
Also, the aim-has been to coax traffic that need 


not absolutely take place during regular business 
hours over to such time of the day when traffic 
is usually light, thus lowering the traffic curve 
for the busy hour. Further, it has not been 
deemed wise to segregate certain rush hours 
with a greatly increased rate, the introduction 
of express calls allowing the intensity of the 
traffic itself to determine when the higher rates 
— express rates — shall be charged. With 
suitably loaded circuits we find that express 
calls are really worthy of this name. 

Having finished this little summary of the 
development of the toll tariff, we will now pass 
on to a scrutiny of the results obtained, and 
see in what degree the variable tariff has been 
able to bring us nearer our desired end, i. e. a 
constant traffic curve, so important from an eco- 
nomic point of view. 


Naturally, it is very important to have a suffi- 
cient quantity of subject matter at ones disposal 
to be able to pass competent judgement as to 
the influence of reduced rates on the traffic. 
For this reason an investigation covering the 
entire domestic toll traffic of Sweden for the 
year 1923 has been made. 


During the abovementioned year the toll traffic 
within the two lowest rate groups — comprising 
airline distances within radiuses of 45 and 90 
kilometres with fees of 0.20 and 0.30 Swedish 
crowns respectively — amounted to a total of 
29,900,000 conversation periods (one conver- 
sation period — three minutes) When consi- 
dering this figure, it must be remembered that 
the Swedish free traffic zones are unusually 
large, as they comprise not only the community 
proper in which the toll exchange is located 
but also an area reaching at least 20 and often 
from 40 to 50 kilometres away from this com- 
munity. Reduced rates are not applied within 
the two lowest rate groups, the fees being too 
low to stand any additional reduction. However, 
the toll traffic within these two rate groups, 
during those hours of the day when reduced 
rates were enforced within the other groups, 
amounted to 25.1 and 25.2 % of the total traffic 
within the respective groups. 

The following table indicates the distribution 
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of traffic within those rate groups where reduced 
rates are applied: 


Normal rates. Reduced rates 


4 | 
3 | 


are in force, this percentage varies between 1.4 
and 8.2, the latter also occuring on the distances 
mentioned. 

The accompanying schedules indicate the dis- 
tribution of traffic with varying rates: 

l. On the line Stockholm—Luleo, length 
1321 kms. 
On the line Stockholm—Joenkoeping, 
length 303 kms. 
On the line Stockholm—Gothenburg, length 
540 kms. 
Typical distribution of traffic with un- 
varying rates. 
A system with express calls can well be said 
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As indicated in this table the percentage of 
reduced rate periods increases with the length 
of the lines and amounts to about 40 % in the 
three highest rate groups. Since the time du- 
ring which reduced rates are in effect amounts 
to about 44 % of the effective traffic time it 
can well be said that the frequency curve for 
these longer distances has shaped itself in a 
most satisfactory manner. 

The maximum percentage of express and se- 
ries periods is 20 and occurs with normal rates 
and on distances between 720 and 810 kilo- 
metres. During those hours when reduced rates 
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Schedule I. 


to promote an efficient utilization of the circuits. 
On the line between Stockholm and Luleo, with 
a length of 1321 kilometres and a traffic load 
as indicated in schedule | (a daily average of 
209 conversation periods between 9 and 21 
o'clock), the mean waiting time for express calls 
was 7 minutes, with a maximum waiting time 
of 33 minutes. During business hours between 
9 and 16 o'clock the traffic amounted to a daily 
average of 126 normal conversation periods and 
11 express periods. 

The corresponding figures for the line Stock- 
holm—Joenkoeping (schedule II) are as follows: 
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PICAL DISTRIBUTION OF TRAFFIC | 
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average waiting time for express calls .. 4 min. 
max. » » » » > .. 14 » 
number of normal periods occuring between 
9 & 16 o'clock . — 109 
number of express periods occuring between 
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There is no question but that the possibility 
of obtaining necessary quick service by paying 
a higher rate (the Swedish express rates are 
only double the normal rates) for only 8 and 
4.4 % respectively of the total amount of traffic 
during business hours is of inestimable value 
to the public. 
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Schedule IV. 


A total traffic load of 5400 and 4600 con- 
versation periods for 26 week-days and during 
the hours between 9 & 21 o'clock — according 
to schedules 1 and И respectively — is un- 
questionably a very satisfactory result. 

From what has been said it is undoubtedly 
evident that varying toll rates in Sweden have 
been a valuable aid in obtaining a more even 
loading of the circuits. 

In a following article І will take up the sub- 
ject of operation and the possibility of increasing 
the earning capacity of the lines. 
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Magnet Steel for Telephone Purposes. 


deeper study of the magnetic properties of 
steel has always involved almost insurmount- 
able difficulties, as these properties are closely 
connected not only with the chemical composi- 


2) that the flux obtained be satisfactorily main- 
tained over the life-period of the instrument, 
namely, that the ageing losses be a minimum. 

A very considerable amount of investigation 
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tion of the steel but also with the heat treat- 
ment of the material. 

The obvious essential requirements of a per- 
manent magnet for telephone purposes are: 

1) to provide as high a magnetic flux as possible 
so as to obtain the flux required for the instru- 
ment in question with a minimum cost of steel, 
and 


work on permanent magnets has been carried 
out at our British factory, Beeston, involving 
studies of chemical compositions, mixing of the 
elements, rolling and heat treatments of the sec- 
tions in the steel mills, the state of solid solu- 
tion, mechanical processes of forming, etc., heat 
treatment of the finished magnet and magnetisa- 
tion. 
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In the first instance what criteria form the de- 
termining characteristics for the magnet in order 
to obtain the maximum efficiency from the fi- 
nished product? Reference to the diagram — 
fig. 1 — shows a typical curve »CRS» for a 
magnet steel. The curve is the top portion of 
the ordinary hysteresis loop, the steel being 
magnetised to saturation »S» with a magnetising 
force »/7», say 450 lines per sq. c. m. On re- 
ducing the »/7» to zero the remanence » OR» 
is the flux »B» retained in the steel assuming 
a complete magnetic circuit of the material. The 
coercive force » OC» is the reverse magnetising 
force necessary to annul the remanence. A few 
years ago the coercive force » OC» was the de- 
termining feature of quality, and later it was felt 
that the remanence »OR» was possibly equally 
important. A magnet steel giving the charac- 
teristics shown by the dotted line — fig. 1 — 
may be better or worse than the steel indicated 
by the full line, depending upon other factors 
than either the coercive force or the remanence. 
At present it is considered that the two criteria 
are the following: 

1) The coercive force, and 

2) The reluctance or magnetic resistance of 
the steel. 

This latter characteristic, however, is difficult 
to determine and varies with differing condi- 
tions. To a certain extent remanence is a mea- 
sure of reluctance, but one magnet may have a 
high coercive force and a low remanence, and 
another a lower coercive force and a higher re- 
manence. If the instrument has a magnetic path 
with a large air gap or heavy demagnetising 
forces, then the former is the better magnet, 
whereas with a practically closed magnetic cir- 
cuit the latter may be better. 

As a general rule the following should be 
specified for a permanent magnet for telephone 
instruments: 

1) a minimum coercive force of 63 lines per 
Sq. c. m., and 

2) a minimum remanence of 10.800 lines per 
sq. c. т., 
and in addition a third factor depending upon 
the conditions of service and design of instru- 


ments, viz. the maximum value of the product 
of the B & H values at any point of the curve 
between C & R. Such values are given in fig. 
2 for various points, the maximum value in the 
case of the full line of fig. 1 being 305.000, and 
in the case of the dotted line 224.000. This 
shows that the steel represented by the full line 
is superior in quality. A useful value to specify 
for the minimum value of BH maximum is 
300.000. The figures suggested above are for 
a hardened 6 % tungsten magnet steel in CGS 
units. 

The British Engineering Standards Association 
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has recently standardised for the use of British 

manufacturers a measuring instrument for per- 

manent magnets which was developed at our 

Beeston factory. By means of this instrument 

measurements of the above mentioned three fac- 

tors can be taken by an unskilled operator within 

one minute to an accuracy of 3 * 

There are at present 4 steels manufactured for 
permanent magnets: 

A) Tungsten Steel — usually 6 % tungsten, 
.65—.70 % carbon, giving minimum figures 
of the order of: 

Coercive force 63. 
Remanence 10.800. 
BH maximum 300.000. 
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This steel, which is a water hardening steel, 
is the most important for telephone work, 
because the ageing properties are sufficiently 
low under even the most stringent condi- 
tions, whilst the cost of the steel is reason- 
able. 
Chrome Steel — usually 2 % chromium, 1 % 
carbon, water or oil hardening steel giving 
minimum figures of the order of: 
Coercive force 56. 
Remanence 9.500. 
BH maximum 240.000. 
This steel, whilst being appreciably cheaper 
is not generally considered of sufficiently high 
quality for telephonic purposes, principally 
because the ageing losses are relatively high. 
C) Cobalt Chromium Steel — say 14 % cobalt, 
9 % chromium, .9 % carbon, giving average 
figures of the order of: 
Coercive force 200. 
Remanence 8.600. 
BH maximum 600.000. 
This steel, which is an oil hardening steel, is 
extremely interesting, giving remarkable mag- 
netic properties, but it has a more compli- 
cated heat treatment involving three processes 
and is more difficult to machine than A or B. 
As A is of sufficiently high quality for tele- 
phone instruments as at present designed, 
there is no advantage in changing over to steel 
C except in special cases such as headgear 
receivers where the question of reduction in 
weight outbalances any other consideration. 
D) Cobalt steel — of high cobalt of 35 *; with 
say 4 % tungsten, 2 ^; chromium and .8 % 
carbon — oil hardening. This steel has 
remarkable properties, giving average figures 
of the order of: 
Coercive force 350. 
Remanence 9.000. 
BH maximum 800.000. 
The price of that steel is practically double 
that of steel C, hence it can be considered 
as of theoretical interest, only excepting for 
very special purposes where abnormally high 
demagnetising forces are existent. 
The adoption of cobalt chromium steel C is 
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occupying the attention of engineers in various 
branches of the electrical industry, but it may 
be stated that for telephone instruments the use 
of this steel will give no improvement in effi- 
ciency, flux or ageing proporties but the length 
of the magnet may be generally reduced to one 
third providing that the section is increased, by 
say five to four, to allow for the decreased re- 
manence. The relative costs of the two steels 
are of the order of 5 or 6 to 1, so that it is 
not commercially economical to use steel C 
unless the redesign of the apparatus, utilising a 
straight bar smaller cobalt magnet, causes out- 
balancing simplifications. There does not appear 
to be any usual telephone apparatus where such 
a change to cobalt chromium steel would be of 
advantage unless the price of such steel is at 
least halved. The monopoly in cobalt is taking 
precautions to prevent such occurrence. 

The further scope of the present article will 
be restricted to the question of steel A, namely 
Tungsten Magnet Steel. 

The study of the effects of various elements 
in magnet steel is extremely complicated and 
can only be carried out as a result of summa- 
rising years of general work on various steels. 
The results of some of these investigations may 
be given briefly. 

1) Tungsten. 

The best results are given with approximately 
6 % of this constituent, but, contrary to what 
might be expected, appreciable variations appear 
to have little vital influence on the magnetic 
characteristics of the steel within a range from 
say 5.5 % to 6.5 %, and suppliers do not appear 
to have much trouble in keeping to within these 
limits. 

2) Carbon. 


Taking everything into consideration, the best 
percentage appears to be from .65 to .70, for a 
water hardening steel with 6 ^; tungsten and 
low chromium. 

The higher the carbon, within limits, the higher 
the coercive force and lower the remanence. 
This question is linked up with the magnetic 
design of the apparatus on which the magnet 
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will be used. For example, on ringers, where 
proportionally large air gaps are given, the coer- 
cive force of the magnet is of greater relative 
importance than it is on generators or receivers. 
This suggests that a high carbon steel should 
be used for ringer magnets or the large coercive 
force obtained in some other manner. A higher 
carbon requires a lower quenching temperature 
during hardening. 


3) Chromium 


may or may not be used, but, if present, is 
usually of the order of .2 % to 5 %. This 
element greatly increases the sensitivity to quench- 
ing and also the rolling difficulties, but if pre- 
sent under suitable conditions of solution the 
magnetic properties are somewhat improved. The 
question of chromium is, however, linked up 
with the carbon content and also with that of 
water and oil hardening. 


4) Manganese. 


This element, apart from overcoming the ill 
effect of sulphur on the mechanical properties, 
appears to have no appreciable influence on the 
magnetic behaviour when present in the usual 
quantity of .20 % to 40 %. 


5 & 6) Sulphur and Phosphorus. 


These elements appear to have no detrimental 
magnetic effect, but, as with ordinary steels, they 
are undesirable from a mechanical point of view. 
It is desirable that these should not exceed the 
order of .03 %. 


7) Silicon is present in quantities usually found 
in steels, and does not exceed .15 %. 


8) No Other Constituents should be present. 


Microstructure of Magnet Steels. 


This is a valuable guide both from an inves- 
tigation standpoint and also as laboratory tests 
on the incoming deliveries of steel. The follow- 
ing investigations were only possible in respect 
to unhardened magnet steel, namely, steel as 
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received from the rolling mills. In the hardened 
condition the structure is so fine that only ultra- 
microscopic examination could show any real 
results. It would appear, however, that the most 
valuable study is in the unhardened condition, 
as this being correct, the final result is only a 
matter of correct heat treatment. Decarbonisa- 
tion and the presence of undissolved constituents 
can be seen in the hardening condition, how- 
ever, even on a magnification of 800. 

The carbon and tungsten in magnet steel may 
be present in two or more of the following forms: 

1) Pearlite. 

2) Iron Tungstide. 

3) Tungsten Carbide. 

4) Iron Tungsten Carbide. 

In steel that is in the best condition as regards 
magnetic properties the constituents are, as far 
as can be at present determined 

pearlite and 

iron tungstide or tungsten carbide. 

The former dissolves in the iron (solid solu- 
tion) at the usual decalescence point (say 780° C., 
depending upon the carbon content), while the 
latter dissolve at a somewhat higher temperature, 
say 850^ C, which is therefore, the suitable 
quenching temperature for the steel. (This is pro- 
bably the reason for the difference from tool steels 
for which the decalescence is the correct tem- 
perature for quenching). If the steel as described 
is heated for a period at a temperature in the 
region of 900° C. and allowed to cool slowly 
from such a temperature such as would be given 
during the rolling of the bars, a change of struc- 
ture takes place and the tungsten carbide and 
iron tungsten carbide appear as small white 
patches in the pearlitic ground structure. If at 
a later period magnets made from such a steel 
are hardened in the normal manner, these white 
patches do not dissolve at the usual quenching 
temperature and, therefore, as far as can be de- 
termined, owing to this lack of solution, their 
magnetic effect is partly lost. The metal is ren- 
dered less sensitive to (i. e. less affected by) 
quenching and the hardness is diminished. Such 
a steel would be said to have been spoiled 
during rolling. The worse this spoilation the 


greater the amount converted to iron-tungsten 
carbide. 

On reheating the faulty steel to a temperature 
of 1150° C. the double carbide dissolves and, 
providing the steel is taken through the 900° C. 
zone fairly rapidly, the constituents re-appear as 
pearlite and iron tungstide on cooling. 


Rolling of Magnet Steel to Bar Form by Supplier. 


During rolling of Magnet Steel, the special 
precaution necessary is that working in the re- 
gion of 900° C. (800°—1050°) must be avoided 


R 451 Magnet Steel. Fig. 3. 
6 % Tungsten. 
Spoiled during rolling. 
800 diameters, 
or carried through as quickly as possible. If it 


is necessary that this temperature should be 
passed through, the cooling should be fairly 
rapid to prevent the formation of double carbide 
(see under Microstructure). Care must also be 
exercised during the rolling processes to minim- 
ise decarbonisation, scaling, etc. 

Manufacturers are able to recover steel spoiled 
by rolling (except when also badly decarbonised) 
by heating for a short time to 1150" C—1200" C., 
followed by a fairly rapid cool. This treatment 
dissolves the double carbide present which as- 
sumes the correct condition as iron tungstide and 
iron carbide, but the problem is to prevent spoila- 
tion and not to attempt to remedy its bad effects. 


Magnet Steel 
Magnets. 
During treatments in the course of manufacture 
of magnets at the works previous to hardening, 
the magnetic properties should not be impaired. 
Heating for bending purposes or for the re- 
lieving of strains can be successfully carried out 
at a temperature which does not affect the struc- 
ture of the steel. In any case, the degree of 
heat should not exceed 750° C, which allows 
a safe margin from the spoiling or danger zone 
of 850° C.—1050° C. (See under Microstructure 
and Supplier's Treatment.) 


- Heat Treatment of Completed 


Magnet Steel. 
6 % Tungsten. 
Unspoiled. 
800 diameters. 


Hardening. 

There are two main classes of steel which 
demand different treatments, these being con- 
trolled by the composition. In making a definite 
statement concerning these steels it is assumed 
that the carbon is present as pearlite and the 
tungsten as iron tungstide or tungsten carbide 
(the presence of double carbide reduces the sen- 
sitivity of the metal and also reduces the coer- 
cive force very considerably). 


Water Hardening Steel. 

Carbon tungsten steels (with up to about .3 2 
of chromium) are water hardening when the 
composition is normal (that is tungsten ap- 
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proximately 6 % and carbon not more than .7 %). 
The best quenching temperature is approximately 
70° C. above the decalescence point. Plain C—W 
steel gives marked magnetic changes with varia- 
tions of quenching temperature, which, when 
low, gives high remanence and low coercive 
force, but when high gives lower remanence 
and higher coercive force. Few cracking troubles 
occur with the correct composition steel and 
rolling treatments, and normalising or annealing 
have very little real influence on the cracking 
during the quenching, excepting where the latter 
treatments are employed to relieve mechanical 
strains. The addition of chromium increases the 
cracking difficulties. Providing other features 
are normal, a chromium content higher than .4 % 
begins to give difficulties, assuming the steel is 
‘unspoiled’. 

A steel composition of .7%—C, б %—W & 
56 %—Cr. gave a high percentage of cracks 
with water hardening, whilst an interesting steel 
was one of composition .56 4—C, 6%—W. & 
69 %—Cr. in a delivery which, according to 
composition should have cracked freely, but 
which could not be made to crack even with 
quenching in water from as high as 920^ C. 
The reason appeared to be, on investigation, 
that the presence of a proportionally large quan- 
tity of the double carbide reduced the sensitivity 
so much that cracking was not given. 


Oil Hardening Steel. 


The usual composition for this class is 


COEDS ЖО ОЛУУ" 7—.8 % 
ТЫП ет ааг says OB 
Chromium .................... 1—15 % 


The distinction between the two classes is 
not very definite, but a .63 %—C steel with 
A%—Cr. and 6 %—W was found to be suitable 
for either oil or water quenching. Another 
having .7 Z£—C. 6 2—W, and .56 4— Cr. gave 
excellent results in oil and poor results in water. 
With oil hardening material the best quenching 
temperature is about 100° C. over decalescence. 
Cracks result when high chrome steel is quenched 
in water. 

The explanation of the necessity for oil 
quenching is probably this. When the chromium 
in a .6 4, —C —0 4 — W alloy reaches .6—.8 % the 
steel becomes very sensitive to quenching, and 
sudden chilling in water gives an austensitic 
instead of a martensitic structure, giving the 
attendant poor magnetic properties. Chrome 
steel is mechanically harder when quenched in 
oil than when in water because of this fact. 

A. Brookes. 


Laboratory Manager, Ericsson 
Telephones Ltd., Beeston, 
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The Rotterdam Toll Exchange. 


К 47! Fig. 1. 
n July 28th, the new toll exchange in Rotter- 
dam, delivered and installed by L.M.Ericsson, 
was duly handed over to the Dutch Government 
by the representatives of this company. These 
proceedings took place in the presence of the 
director general of the Post Office and Tele- 
graph Administration — functioning as the re- 
presentative of the government — and of a 
number of higher officials and experts in the 
fields of telephony, telegraphy and of postal 
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The New Dutch Telegraph Station and Toll Telephone Exchange in Coolsingel, Rotterdam. 


communications. On this occasion, the sincere 
satisfaction felt in Holland as a result of the 
thirty years co-operation with the Swedish tele- 
phone company was given adequate expression 
in an authoritative statement by the government 
representative, dwelling upon the many and im- 
portant plants executed by this company through- 
out the country and on the fact that it has accen- 
tuated its international character by establishing 
a factory of its own in Holland. 


On August 1:st the country’s entire toll traffic 

- international as well as domestic — was cut 
over to this new exchange, this procedure being 
carried out without the least difficulty. During 
the few weeks that the new installation has been 
in operation, it has functioned in a most satis- 
factory manner and according to the most san- 
guine expectations. In this connection, the fact 


which several international routes of commu- 
nication run together, and it is evident that such 
an important centre must needs demand a great 
deal of its toll telephone service in the way of 
speed and capacity. Also, the new toll exchange 
is undoubtedly the most modern as well as one 
of the largest in Europe, with a present capacity 
of 1000 lines. From the very beginning, a high 


R 472 Fig. 2. 
that inter-traffic between the local telephone net 
in Rotterdam -- which is being completely re- 
built according to the Ericsson full automatic 
system — and the new toll exchange has given 
most satisfactory results is worthy of special 
mention. 

Rotterdam is a lively business centre and the 
most important seaport on the European conti- 
nent from a mercantile point of view. This, in 
addition to its location in a thickly populated 
and highly cultured country, makes it a place in 


68 


The Operating Room. 


degree of centralization has been enforced in the 
development of toll traffic in Holland, the con- 
struction of the new exchange having been 
planned with a view towards the further deve- 
lopment of this method. Also, the problem of 
establishing efficient means of communication 
with and between full automatic local telephone 
plants has been met and satisfactorily solved by 
the Ericsson company. Automatic devices have 
been adopted in all cases where it has been 
possible and expedient to do so. Thus, in- 


coming calls are handled according to the auto- 
matic distribution system, whereby a subscriber 
who desires to place an order for a toll call is 
automatically connected up with a disengaged 
operator. 

All transportation of messages between the 
various departments within the exchange is 
handled by means of automatic electrical or 
mechanical devices, mak- 
ing messengers or verbal 
intercourse of any kind 
unnecessary except where 
directly concerned with 
the connecting up of 
subscribers to the desi- 
red exchanges and num- 
bers. This method makes 
it possible to secure an 
accurate record of the 
exact time and duration 
of toll calls, the cost 
being determined and en- 
tered in a card index 
almost as soon as the call 
itself has been cleared. 

The arrangements by 
which these results are 
obtained consist of an 
electrical transportation 
system with small cars 
or baskets, and a spe- 
cially designed pneumatic 
tube system, enabling the 
different operators to 


by means of a belt carryer system, and from 
here to a toll position by means of pneumatic 
tubes. When the call is terminated the duration 


of the same has been automatically recorded on 
the order slip, which is then sent on to the 
charging department by means of small electri- 
cally driven cars, the charges for each call being 
thereupon entered in 


the comprehensive but 
still very concentrated 
card index. 

A special large room 
has been equipped for 
receiving outgoing tele- 
grams over the telephone 
and for sending them on 
to the telegraph station 
in the same building, this 
being also automatically 
taken care of by small, 
electrically driven cars 
and elevators, the end- 
less track system running 
along the table tops and 
down under the floor. 

The entire transporta- 
tion system is easily 
accessible for inspection 
and possible repairs 
which may eventually 
be made necessary by 
tampering or some such 
cause. The manner in 
which collisions between 
the messenger baskets 
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other. 

A detailed description of this exchange from 
a technical point of view will be published in a 
coming issue of this journal; let it suffice here to 
state that this method of message transportation 
works in such a manner that when a subscriber 
puts in an order for a toll call at the ordering 
central, it is noted on an order slip which, when 
its turn comes, is sent on to a distributing central 


of special interest. Such 
an accident is out of the question, even if some- 
one should find it necessary to detain a car 
for a few moments, or if it should be held back 
in some other way, since the following car auto- 
matically stops at a suitable distance and does 
not start until the car ahead of it has been 
again set in motion. 
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R 481 Fig. 4. Distributing Central. R 482 Fig. 5. Charging Department. 


R 474 Fig. 6. Charging Department (left) and Information Bureau (right). 
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R 476 R 475 
Figs. 7 & 8. Line Testing. 


R 473 . Fig. 9. Telegraph Service Bureau. 
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R477 Fig. 10. Supervisors’ Board to left, Line Testing Board я 4718 Fig. 11, One of the Boards for Supervision of the Service. 
to right, Relay and Selector Racks in Background. 


R 480 Fig. 12. The Power Plant. 
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List of Ericsson Automatic Telephone Exchanges, Working 
and under Construction. 


his list includes all exchanges built according to the Ericsson automatic system, either in operation or in course of 
construction, the figures here below giving ample evidence of the remarkable success already experienced by this 
system, considering the very short time that it has been in use. 


Number of lines 
Under Date of opening 
construction 


Ultimate 


Working capacity 


Sweden: 


Stockholm, Nora МАЗА: тур emet teme 5,000 — Jan. 1924 
» » BS xu әлан VERBERE ЕСЕН АА 5,000 - Моу. 1925 
> TERRO ixecuscazscssvexterdce Cau Rs 20,000 = | 
, Kungsliolmen: ...50x 9H IER seeps. eme dues - 15,000 — 
Gothenburg’... ененнен tte tee tene - 12,000 — 110,000 


Norway: 
Наша? RR I E E IE 1,200 - Aug. 1023 5,000 
Krsta NSUN nemo iS oen E N Ад aee I vus 1,500 300 Dec. 1923 5,000 


Holland : 
KOeRISHE MUONS LasxasesexeeriasoADs EHEFMED SEEMS ажырык 5,000 May 1923| 
, North ......... ——— — 4,000 March 1925 
» Genial ашаа лли Бнр ANG -- 7,500 — | 


250,000 


80,000 


France: 
DIODISS. oet ья кисре eicere tes МОРРИС 800 Sept. 1924 1,500 

Spain: 
San Sebastian: uu. & eun SUSRNETE Owe 5,100 
IVA LED. КЛА Mf RR REPRE E 110 
5071 эрир idis mob apte унета аан 250 
НЕГЕП MEM" 200 
Hérnant s 2 HT Lehi Sata 180 


Italy: 
КН aaa зана анар ыйа даанараак EE fs 1,000 April 1925) 
Di cassie EO A NEE RAT RAT 1,000 July 1926) 
Віва ss N R eens aes - = 
PROVARE а а с. N ООА ДЕДЕ, док — 2,000 5,000 
SHENTON едн ‚Иен жорарры кирни кирши ка Н MM tbe 2,000 — 5,000 
BESRTOVA: сезе еы рона vidt amc SRI SMDSMS — 1,000 M 5,000 
Naples; BOTSA A 10,000 — \ 
> BU Nolana uere hoe dc ve PEN Sd: - 2,000 — 60,000 
> сос © oc: areca a AEA Rn sexu Md SE 2,500 J 
TESSUTI! Lire scatto MU REDE Nb erat eet Ad 2,000 | - 10,000 
orco MEMMT""""r"—— — 4,000 10,000 
POENOS хашви. 102/0525 SUVS Me RT олина ЫИ - 6,000 — 10,000 
мей Loos а 1,000 3,000 


Poland: 
GERONA iormeapitenmodum аи aay vote NW Es: aU USD eT 5,000 -— 60,000 
Turkey: | 
Тро о КИЕРЕНКЕ nd Rm i MD 1,000 — Aug. 1926 10,000 
China : 
Shangliat; Bast) о иистин. ашарда ace Pda заде: 700 -- Мау 1924\ 
; W OVET PEENE rra Ea 300 Sept. 19244 30,000 


June 1926 26,000 


—— o À— 


Mexico: 
MEXICO Cty Coloma ROI -ecrans rS 5,000 April 1926 60,000 
South Africa : 
Johannesburg, Коѕерапк........................................ ... 400 Oct. 1924 1,000 
E КАЙКИН s o irna EEEE E 400 =. Dec. 1924) 
> YF ENRIETO —— ESIS 100 -— = 
, > ЖА айана наранын ana ын 200 wc d 


Total 38,240 95,500 — 782,500 


— | 
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New Interlocking Plant for 


ie ptg tea — a subsidiary to L. M. Ericsson 
— have received an order through their 
agents in Copenhagen, Bonnesen & Danstrup, 
for the delivery and installation of an electric 
interlocking plant for the Bramminge station on 
the Danish government railways, this plant to 
be built according to the patented Ericsson sys- 
tem with both central and local setting of 
points. 


The Danish State Railways. 


The plant will be governed by one single 
interlocking machine, controlling 38 points, 1 
skotch block, 4 incoming signals with distance 
signals, 3 incoming track signals and 7 outgoing 
signals. As indicated above, the points can be 
set either locally or from the interlocking machine, 
this latter being connected to clearing apparatus 
on the respective platforms for the clearing of 
tracks and signals. - 


Automatic Telephones in Russia. 


he Governmental Low Tension Electrotech- 

nical Trust in Sovjet Russia has signed a 
contract with the People's Postal and Telegraph 
Commissariat for the delivery of an automatic 
telephone exchange for the city of Rostoff, this 
exchange to be constructed according to the 
Ericsson system, with a capacity of 10,000 lines 
and with two satellites for 1000 lines each. 


Rostoff is one of the principle commercial 
centres in South Russia, situated on the Black 
Sea at the mouth of the river Don. The local 
battery exchange with lamp calling signals and 
automatic double clearing lamp signals now in 
use in Rostoff was delivered and installed thirty 
years ago by our branch company, The Russian 
L. M. Ericsson Telephone Company, Ltd. 
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and under Construction. — New Interlocking Plant for the Danish State Railways. — Automatic Telephones in Russia. 
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THE ERICSSON LOW FREQUENCY 
RADIO TRANSFORMER 


Transformer, complete with case. Transformer, with case removed. 


This transformer is of exactly the same construction as our well-known, reliable type with core 
of nonmagnetic annealed iron wire, bent over so as to completely enclose the wire coils. This method 
has proven very efficient for the purpose of protecting the transformer from the detrimental influ- 
ences of neighbouring circuits. 

The transformer is enclosed in a beautifully lacquerred metal case with ebonite top on which 


are mounted four terminal screws P,, P, and S,, S, corresponding to the inner and outer ends of 


The transformer is connected up according to the accompanying diagram. 


These transformers are furnished with the 


following ratios of transformation: 1 


Type RM 2100. Ratio 1:3. £ | = 
{ 2 = 

» RM 2101. » 4:4. | e | [— + = 
> RM 210. > 1:5. = 1 | Е d: 
| = 


TELEFONAKTIEBOLAGET L. М. ERICSSON 
STOCKHOLM 


the primary and secondary windings. 


UR = 


THE EHICOSSCXHN 
WIRELESS HEADPHONES 


We are now producing a special wireless model of headphone, combining lightness with 
strength and durability, with a simple adjustment allowing it to fit comfortably to any head. 

The double pole watch receivers have cases of aluminium, and are flexibly held together by 
leather covered steel bands, all other metal parts being of nickel plated brass. 

The headphone is supplied with a soft, flexible cord, a metre and a half long. 

Total weight: 0,4 kgs. 

We manufacture these Phones to the following resistances: 

RF 1320. Resistance, 2000 ohms. Code word: Repmakvoel. 

RF 1321. Resistance, 4000 ohms. Code word: Repmakvoig. 


TELEFONAKTIEBOLAGET L. M. ERICSSON 
STOCKHOLM 


Printed by Kurt Lindbergs Boktryckeriaktiebolag, Stockholm 1926. 
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Сте staffabroad has 


recently suffered 
a severe and grievous 
loss in the death, after 
some months’ illness, 
of Anton Ryberg, 
manager of our branch 
in Rio de Janeiro. 
Mr. Ryberg, born 
February 20th 1884, 
became lieutenant in 
the Swedish Royal 
Engineers in 1908. 
This same year he 
transferred his activi- 
ties to the Argentine 
and joined the staff 
of our subsidiary 


company in Buenos Aires in 1921. 
When L. M. Ericsson decided to estaz 
blish a branch in Brazil, Mr. Ryberg 
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JULY—AUGUST 1926 


Anton Ryberg T. 


Anton Ryberg. 


accepted the position 
of manager, and has 
conducted his duties 
in this capacity in a 
most capable and effi: 
cient manner up to 
the time of his recent 
decease. 


Those who knew 
him will retain the 
memory of an un: 
usually sympathetic 
and energetic perso: 
nality, who furthered 
the interests of the 
firm most capably, 
working at times unz 


der very trying circumstances. 
Mr. Ryberg leaves behind him a 
sorrowing wife and child. 
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The Toll Traffic Problem in Furope with Special Reference to the 
Organization of the Service 


by A. Lignell, Director of Telephones, Stockholm, Sweden. 


(Continued from previous issue.) 


Measures for obtaining an efficient utilization of viz: the placing of two subscribers in actual com- 


toll lines. munication with each other — an operation which, 
in a manner of speaking, takes place outside of 
hen striving towards an efficient utilization of the toll line — and the exchanging of the 


of the toll lines, the measures adopted should ^ necessary service information between the opc- 
first of all be directed towards obtaining the гаќогѕ. The first operation is by far the most 
shortest possible laps of time between the close tedious and troublesome of the two, and the 
of one conversation and the beginning of the possibility of making efficient use of a line, 
next one. The length of this time, which is the — therefore, depends chiefly on what can be done 
time required for promoting calls, depends on to obtain quick connections between the sub- 
several factors. In the first place, the mechanical scribers and the toll line. 
arrangements should be of such character as Instructions for service without telegraphic 
to make the manipulations of the toll operator ordering should be planned so that both the 
as simple as possible, a subject to which 1 will above described operations coincide to the great- 
revert in a following article. The qualifications est possible extent, і. e. so that the sending 
of the personel handling this traffic is a subject out of a calling signal to an already notified 
requiring the very closest attention, neglect іп subscriber and the checking up of the length 
this respect causing the loss of time to result оѓ the previous call, together with communica- 
in serious economical losses. Here only the tions with the other exchange concerning the 
very best should be accepted. same, be taken care of at the same time, i. e. 
The length of the time required for promoting immediately following the clearing signal, and 
calls is determined by two separate operations, that, as soon as the service communications 
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have been given, the toll line be connected up 
with the subscribers line, where the already 
called and waiting subscriber is informed that 
his call may proceed. 

The work of bringing the subscribers in com- 
munication with each other consists in the noti- 
fication of the two subscribers that their call is 
about to begin — this being done while the pre- 
vious call is taking place —, the sending out of 
calling signals to the notified subscribers as soon 
as the previous call is terminated, and the noti- 
fication of the called subscribers that the con- 
versation may proceed, this being given as soon 
as the length of the previous call has been 
checked up and the necessary orders for a new 
call have been exchanged between the two 
operators. 

To be able to utilize a circuit in a satisfactory 
manner, it is essential that these last three points 
be taken care of each one at a given time and 
as promptly as possible. The double calling 
signal used in Sweden for toll calls is an effi- 
cient aid in obtaining quick answers from the 
subscribers. 

As already stated, the manner of handling 
the mutual arrangements with the subscriber 
for the connecting up of the call is of the 
utmost importance, since the average time requi- 
red to get the subscriber on the line has a 
tendency to exceed the time required for the 
various communications between the operators. 
In Sweden, this fact has led to the abolish- 
ment of the telegraphic ordering of toll calls, this 
reform having been unaccompanied by any dis- 
advantages. Besides obtaining just about as 
good a utilization of the lines, a saving of the 
various expenses connected with telegraphic or- 
dering of calls has been effected. For the foreign 
traffic, however, the use of telegraphic ordering 
is amply justified, especially on account of lin- 
guistic difficulties as well as because of the diffi- 
culty in achieving the necessary ideal cooperation 
between the operators. 

In case the order telegraph is used for the 
transmission of communications between the 
dispatching operators — thus keeping these 
communications off the speaking circuit —, the 


utilization of the toll line is almost entirely de- 
pendent on the time required to bring the two 
subscribers for the next call in touch with each 
other, counted from the clearing of the previous 
call. 

The operator who sends a message by the 
order telegraph can usually choose the time for 
this purpose when she is not busy with her 
subscribers. At the receiving station, on the 
other hand, these messages are liable to arrive 
just while the operator at this end of the line is 
occupied with Aer subscribers, thus interrupting 
her work or causing the message to be mis- 
understood. 

Consequently, if the telegraphic receiver con- 
sists of a sounder, it is impossible for an operator 
to receive such a message while occupied with her 
own subscribers, without serious detriment to her 
work. On the other hand, if she has a Morse 
receiver which prints the message on a tape, she 
can break off the reading of the message to 
take care of the momentarily more important 
local work, and when this is done return to the 
tape without having had to break off the recei- 
ving of the message. In addition, it is possible 
for an operator with a Morse receiver to handle 
all the telegraphic ordering for several connection 
routes. In Stockholm, for instance, there is one 
order telegraph operator for four circuits — two 
to Copenhagen and two to Oslo — and the 
arrangement with two telephone operators sharing 
one line of communication has never been ac- 
companied by any disadvantages in this country. 
This is the reason why a sounder is never used 
in Sweden for receiving telegraphic orders, but 
special switchboards will be used for foreign 
service, with a Morse receiver mounted under 
the table top. 

As it may be of interest to see to what extent 
toll lines with this kind of service are utilized 
for actual speaking time, with full traffic load 
and without telegraphic ordering, | will give an 
abstract from the results of the investigation 
covering mixed traffic with fully loaded circuits, 
held in 1924. Observations were taken on 101 
of the longer lines, the number of operators 
under observation in Stockholm being 191. 
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The actual number of conversations during 


the time of observation amounted to......... 5398 
the number of connections made amoun- 
ting to .... 5766 


This means that 368 connections, for some 
reason or other, did not result in conversations, 
i. e. these connections had no speaking time. If 
these calls had been completed, therefore, the 
actual speaking time would have been longer. 
The time for promoting each call or, in other 
words, the time which expires from the clearing 
of the line until the operators have the subscri- 
bers ready for the next call, had an average 
length of 


30 seconds for Stockholm 
38 » » other exchanges 


the total average length of time from the be- 
ginning of one call to the beginning of the next 
being 45 seconds. 

The average speaking time amounted to 48 
min. 13 sec. and the number of promoted calls 
to 13.4, all per hour. Of the checked calls, 1691 
or 31.3% were previously ordered, i. e. either 
personal or to a certain telephone instrument. 

The table here below shows the distribution 
of the obtained figures over the different months 
of the year. 


Actual speaking time per hour £ i Е Number of 
к я exe |s 3 
Б = > Bos eo © 
ie be: 
Jan. ...... 53'59" | 40'49" 48'11" a 37 499 
Feb. ...... 53’ 2" | 40'17"  47'56" ка" 30 382 | 
March — 56'12" 4319" 50'46" 1/53" 63 785 | 
Apr....... 53'50" 39'47" 47'50" TIS 42 568 | 
May...... 5226" 38'22" 48'20" 127" 45 599 
June .... 52'45" 38'45" 47'32' i 23 310 
July ...... 5242" 43271" 47'44" 21" 24 325 
Aug. ..... 5231" | 4012" 47'50" 44 23 301 
Sept..... 53'28' 36'54” 46 6" 53" 32 455 
Oct. ....... 5244" | 40'31" | 48'13" 53" 46 636 
Nov. ..... 54'40" 4122" | 48'40" 1'14" 34 483 
Dec. ..... 54' 9" | 45'42" | 4930" 123" 32 423 
Average and total 4813"| 117" |431 5766 
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During the minimum utilization in September, 
amounting to 36' 54", seventeen connections had 
been completed although not more than ten re- 
sulted in conversations, thus giving a low value 
for the length of the actual speaking time through 
no fault on the part of the operator. 

An average of two circuits is handled by each 
operator, the orders for calls put in by the sub- 
scribers being received direct by the same ope- 
rators who handle the service. A central order 
bureau has not yet been introduced, the sub- 
scribers being connected over a record junction 
board directly to the toll board, where they give 
their orders. On some more heavily loaded 
traffic routes the orders for outgoing calls are 
dispatched by two operators who also handle 
the toll service on one circuit each. In no case 
is one operator required to handle one toll cir- 
cuit only. 

For the purpose of reducing the waiting time 
for a subscribers answer to a toll call, it will 
probably be necessary to adopt certain rulings 
in regard to firstly, an obligation on the part 
of the exchange, to repeat the calling signal in 
a suitable manner, and secondly, the placing of 
a limit on the time the exchange is required to 
wait for the subscriber's answer. 

The above viewpoints have been taken into 
consideration in the proposed service regulations 
concerning the preliminary calling of subscribers, 
submitted in Dec. 1925 by the standing committee 
of the С.С... 

The report of the committee on this subject 
is as follows: 

The following rules and regulations are re- 
commended for service on international lines: 
1. A preliminary signal is given the subscriber 

by the operator immediately following the 
opening of the previous conversation. The 
subscribers are instructed in the following 
manner: »Be ready to talk to X (name of 
exchange), ГЇЇ call again». 


2. It is desirable that the lines of the notified 
subscribers remain blocked. 
3. The notified subscriber is given a signal 


immediately following the close of the pre- 
vious call. 
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4. As a general rule, service information shall 
be exchanged between the operators du- 
ring the time which expires between the 
giving of a calling signal and the answer- 
ing of the subscriber. This information 
consists of 

a. checking up of the lengths of calls ex- 
ceeding three minutes, 
b. ordering data for at least one new call. 

5. Immediately following the exchanging of this 
information, the toll line is connected up 
with the local line of the already called sub- 
scriber, and the following statement is made 
over the open circuit (audible on the toll 
line as well as on the local line): 

»X on the wire» (name of called exch.), or 
»Y calling» (name of calling subscriber's 
exchange). 

6. If the subscriber does not answer a prelimi- 
nary call within one half minute, the opera- 
tor will proceed with the promotion of the 
next call in the same direction. 

7. Immediately following the beginning of this 
last mentioned conversation, a new preli- 
minary call is made. If this call also remains 
unanswered during one half minute, the 
order is cancelled and the operator informs 
the other exchange: » Number X no answer». 


With the use of a telegraphic order wire, all 
communications between the operators are ex- 
changed telegraphically while the calls are taking 
place. 


Devices for simplifying the work of the operators. 


In order that the operator shall be able to 
perform her duties with the greatest possible 
speed, it is necessary that the switching devices be 
as simple and convenient as possible. 

In consequence, each international circuit shall 
be fitted with two local cords with one two-way 
key, enabling the operator to connect up either 
of the cords to the international circuit by means 
of one single manipulation. Thus, while one 
international call is proceeding, the operator can 
connect up the subscriber for the next call with 
the other cord, so that when the first call is 
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ended, she need only press the key over in the 
other position to connect up the already notified 
subscriber to the international circuit. 

There must also be a speaking and ringing 
key for each local cord, enabling the operator to 
come in on the different connections. 

In addition, each operators position shall be 
equipped with two selective keys, one for the 
international circuit and one for the subscribers' 
lines, each key to have both speaking and ringing 
position. 

These selective keys have the following function: 

After the speaking and ringing key for the 
cord connected up with the international line has 
been pressed over in speaking position, the se- 
lective key for the subscribers' lines, in speak- 
ing or ringing position, will permit speech or 
the giving of a signal over the subscriber's 
line only. Likewise, it is possible for the ope- 
rator to speak or give a signal over the inter- 
national line only, by means of the selective key 
for the international line. The correct manipula- 
tion of these keys will give the following ad- 
vantages for the utilization of the lines, viz: 


a. Immediately following the previous call and 
after the operator has connected up the 
notified subscriber to the international line 
by means of the cord key and pressed the 
speaking and ringing key for this cord over 
in ringing position, the operator commences 
the exchange of service information with 
the other exchange, simultaneously giving 
the double calling signal for toll calls by 
means of the selective key for the subscri- 
bers' lines. 

b. While waiting for the subscriber to answer, 
service communications concerning the next 
call are exchanged over the open line, i. e. 
the subscriber's line connected up with the 
international line. Should the subscriber 
answer meanwhile, the operator begs him 
to wait a moment and cuts him off from 
the international line by pressing the selec- 
tive key for the international line over in 
speaking position. 

We take it for granted that the junction lines 
between the toll exchange and the local ex- 


changes are of sufficient number to permit the 
preliminary notification proceedings to be effec- 
tively carried out. 

With the automatization of the local nets, the 
problem arises as to how the toll operator had 
best secure the subscriber’s line for the toll 
call This can be done either manually over a 
B position — in the usual manner —, or by 
equipping the toll positions with calling dials 
or, possibly, key sets, enabling the toll operator 
to secure the subscriber directly, in which case 
she must also be able to test the subscriber’s 
line and eventually break a local connection. 


By using a B board connected before the local 
multiple and arranged so that the local exchange 
facilities are cut out of the circuit either at the 
order position or, better still, by the toll operator 

. in which latter case it should be optional 
for the operator to block the subscriber's line 
or leave it open for local connections —, we 
obtain a number of advantages, for which reason 
we have retained manual setting up of toll calls 
in Sweden also at our automatic exchanges. 


These advantages are: 


1. The subscriber's line is secured outside of the 
automatic system, so to speak, thus making 
it unnecessary for the toll call to pass through 
the selectors and over their contacts. 


2. The work of the toll operator who must 
devote all her time to the handling of the 
toll line and for whom the moments are 
precious — is simplified, besides which the 
connection with the subscriber's line is more 
quickly obtained. If a calling dial is used, it 
takes the toll operator at least twelve se- 
conds to dial a 6-digit number. Key sets 
take up a lot of room in a toll position, 
they are expensive, and they do not aid 
in reducing the long time required for ob- 
taining a connection. By means of speak- 
ing and junction circuits the subscriber re- 
ceives a signal in an average of 5 seconds, 
while with a dial or key set and 6-digit 


numbers the time can be estimated at 17 
and 12 seconds respectively. 
3. On condition that the international call is 
connected up with the local net over a spe- 
cial junction multiple, it is possible for the 
toll junction operator, at the request of the 
international operator, to break a domestic 
toll call in favour of a long distance foreign 
call which is more difficult to establish. 
4. The toll junction board can serve as an in- 
formation board for the toll traffic. Thus, 
by plugging up in the multiple of this board, 
the toll operator can obtain the following 
information without any undue loss of time: 
a. new number when a change has been 
made (this occurs often when subscribers' 
instruments are moved in large nets), 

b. cancelled and vacant numbers, 

c. numbers that for one cause or another 
are cut off from traffic, 

d. numbers that are cut off from toll traffic 
only, 

e. whether a number is occupied by another toll 
call or, eventually, by an international call. 


In order to obtain efficient utilization of tele- 
phone lines it quite naturally is necessary, that 
simple and distinct service regulations be adopted 
for common use on the international lines. In 
this respect the C. C. 1. has recommended that 
each operator handle one line only, that tele- 
graphic ordering be used wherever technically 
possible and where the loading of the circuits 
makes it desirable, and that both cooperating 
operators work under similar conditions to the 
greatest possible extent. Regulations for tele- 
graphic order service have already been worked 
out, the compilation of international service re- 
gulations now being contemplated. 

It is my intention, in a following article, to 
iouch on the training of toll service employees 
and on measures which will permit the public 
to derive the greatest possible benefit from the 
telephone service. 


On Various Principles of Receiver and Loud-Speaker Design. 


See page 92 for reference notes. 


he telephone, or receiver — from a technical 
point of view is understood to include 
every form of device whereby variations in elec- 
tric currents or tensions can be reproduced 
acoustically. One special form of receiver is the 
loud-speaker, for reproducing sound at such 
strength as to be audible although the appa- 
ratus be placed at some distance from the ear. 
The early receivers with resonance chambers of 
wood constructed by Reis may be classified in 
this group. Later, loud-speakers were used almost 
exclusively for signalling purposes, their wide- 
spread popularity not having been attained until 
later years, when broadcasting had been success- 
fully established. At the same time, more rigo- 
rous demands were made on the quality of tone 
reproduction for receivers as well as for loud- 
speakers. It is true that articulation also plays 
an important role in the field of telephony, but 
only in sofar as it influences the intelligibility 
of speech. With a radio receiving set, the pur- 
pose of the reproduction has not been fulfilled 
simply by the fact that we recognize the melody 
that is being played or sung; here, on account 
of the entertaining character of the program, the 
requirements include the acoustical qualities as 
well. Even though a certain acoustical colora- 
tion may make a favourable impression in rare 
cases, it must be admitted that, as a general rule, 
any deviation from the original sound is un- 
desirable. The reproduced sound shall, as far 
as possible, be a true copy of the original sound. 
The construction of a receiver and, in a still 
higher degree, of a loud-speaker which will fill 
these requirements has proved a difficult problem, 
probably the most difficult in the field of modern 
wireless telephony. However, inventive genius 


is always optimistic and quick to find new ways 
and means where the old have proved unsuc- 
cessful. Also, with respect to the receiver, there 
are a number of various principles of design to 
choose from. Most of these have been known 
for a long time, it is true, but only a few of 
them have as yet been more thoroughly deve- 
loped. Many of these principles of design have 
recently been made the subject of further ex- 
perimental research, but much still remains to 
be done before it can be said that their possi- 
bilities of development have been exhausted. It 
is the intention of this article to give a review 
of the known principles for telephone receivers, 
at the same time pointing out their respective 
advantages and disadvantages. Lack of space 
will not permit a more detailed analysis of special 
types, details of construction, etc. 

By far the most common fundamental type of 
receiver is the one with a sound producing dia- 
phragm which, in some way or other, is made 
to vibrate by the action of a sound current, the 
electromagnetic receiver occupying a dominant 
position within this category. In principle an 
electromagnetic receiver consists of a winding 
for the speech current, a mobile member being 
located within its magnetic field and linked with 
the other parts of the magnetic circuit by means 
of one or more air gaps. The magnetic force 
of attraction which exists in the air gaps varies 
with the strength of the current passing through 
the winding, giving rise to vibrations of the 
mobile member, this latter being either in the 
form of a diaphragm or mechanically connected 
to such. 

The force of attraction in the air gaps is propor- 
tional to the square of the strength of the magnetic 
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field, this latter, again, varying practically in propor- 
tion to the strength of the speech current. Figured 
per unit area of the air gap, with a strength H of the 
magnetic field, the force of attraction F will be 
Н? 
Pe 8л: 

If H were sine shaped ( sin о 2), which would 
occur if there were no other magnetic field in 
the air gap but that formed by the speech cur- 
rent, F would have double the frequency of H. 
This is readily explained by the fact that since 
the force does not depend on the direction of 
the field, an attraction of the mobile member 
must occur at each half period of the speech 


current. Mathematically expressed, the relation 
will be 
h* sin 2 wt д? 
Р = € = jg, (1 — 008 2 of). 
Y 
N 
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A receiver made in this way would not re- 
produce an impressed tone in its correct pitch, 
but one octave higher. In order to avoid this 
and make the variations in the force of attraction 
a true copy of those of the speech current, a 
strong, steady magnetic field, a field of polariza- 
tion, is introduced, over which the weaker alter- 
nating field, produced by the speech current, 
superimposes itself. lf the strength of the field 
of polarization is indicated by H, the total 
strength of the field will be 


H = H, + h sin ot 
and the magnetic force of attraction 


Pe (H, +h sin wt)? 
8 л 


1 


T Hn +2 H,h sin up 


2 


8. COS w t н 


It is true that we have here the same Л? terms 
as with the unpolarized receiver, but in addition 
thereto two new terms, the one constant and 
the other variable in exactly the same manner 
as the alternating magnetic field. Both increase 
with the strength of the steady field and can, 
therefore, be made to predominate completely 
with a sufficiently strong polarization. The se- 
cond harmonic then becomes imperceptible by 
the side of the fundamental tone, the steady 
component of attraction simultaneously obtaining 
a constant value, which is not the case with the 
un-polarized receiver. Omitting the negligible 
quantities, we get the following expression for 
the magnetic force of attraction 


F= 5 (Н, 4-2 H,h sin wt). 
“ 


The force component which varies with the 
speech current and which produces the sound 
vibrations is in direct proportion to the field of 
polarization — assuming other conditions to be 
constant. Thus, a strong field of polarization is 
desirable with regard to the strength as well as 
to the clearness of the sound. Naturally, it can 
not exceed a certain limit, ultimately determined 
by the reaction of the moving parts on the 
electric circuit. 

The field of polarization is usually obtained 
by means of permanent magnets; electro-magnets 
are also sometimes used, however. 

The electromagnetic receiver offers a greater 
variety in design than any other type; also, in- 
ventors and designers have been prone to devote 
themselves to its development. The most typical 
designs are shown in principle in figs. 1 to 19. 
Fig. 1 shows the simple magnetic receiver of 
bipolar construction used in ordinary telephone 
practice, consisting of a permanent magnet a 
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with two coils b and c, and a diaphragm d of 
soft iron which functions as an armature. The 
windings are usually mounted on a pair of pole 
shoes e and f, attached to the poles of the magnet. 
These are also of soft iron and are often lami- 
nated! to lessen the eddy current losses. 

The magnet is seldom laminated, as it can 
never be subject to as great eddy current losses 
as the pole shoes on account of the greater 
resistivity of magnet steel. In order to simplify 
their manufacture, however, magnets are often 
built up of several thinner layers *. 


force 
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The diaphragm is held in tension, under the 
influence of the steady field of polarization, in 
a definite position of equilibrium, about which 
the speech currents cause it to vibrate. The 
stationary forces which exert an influence on 
the diaphragm in its various positions are graphi- 
cally shown in fig. 2. The point A indicates 
the position of repose of the diaphragm under 
the absence of any magnetic attraction, and the 
curve а the restoring elastic force which arises 
whenever the diaphragm is deflected to one side 
or the other out of its position of repose. The 
curve 5 indicates how the magnetic attraction 


* 
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varies with the width of the air gap. The re- 
sultant force which acts upon the diaphragm is 
represented by the curve c. The true position 
of equilibrium of the diaphragm is indicated by 
the point B, in which the elastic and the magnetic 
forces are equal and acting in opposite direc- 
tions. As indicated by the diagram, the magnetic 
force of attraction acting on the diaphragm causes 


Receiver with Concentric Pole Shoes. 


Fig. 3. 
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its elasticity to be apparently diminished, result- 
ing in a lowering of the resonance frequency. 
This latter, on the other hand, is influenced also 
by the surrounding air, being heightened by a 
thin air cushion? against the diaphragm. There 
are three possibilities with regard to the position 
of the resonance frequency in relation to the 
frequency range of speech, i. e. within, above 
or below, all three having been tried out. In 
wire telephony it is usual to place the resonance 
within the speech range, this condition being 
also often encountered in loud-speakers. It is 
apparent, however, that in such cases the arti- 
culation cannot satisfy very stringent demands 
unless the diaphragm is not heavily damped. 
In this respect, the two remaining alternatives 
are more advantageous, although they also have 
certain weak points. With a very high reso- 
nance frequency, it is quite natural that the lower 
tones are notíceably suppressed; if the opposite 
condition prevails it will be the higher tones 
that are suppressed, in addition to which a series 


of overtones in the diaphragm will be within 
the speech range. It is possible to reduce the 
phenomena of resonance by making the dia- 
phragm of an iron alloy with large internal fric- 
tion losses! or by the use of special arrangements 
for damping the diaphragm?, but only at the ex- 
pense of the volume of the sound". From the 
point of view of articulation a thin diaphragm 
is more satisfactory than a thick one‘ because 
with an equal amplitude its vibratory energy is 
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Fig. 5. 
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less, thus increasing its damping by the reaction 
of the air. On the other hand, to be able to 
use a strong field of polarization — which, as 
already mentioned, is very desirable —, it is 
necessary that the diaphragm be rather thick, 
partly to avoid its becoming magnetically satu- 
rated, and partly so as to give it the necessary 
elasticity. The problem is to strike a happy 
medium between these opposing requirements >. 

Figs. 3, 4 and 5 show three familiar modifica- 
tions of the ordinary magnetic receiver, a com- 
mon feature being that only one coil is required 
and that the attracting force is symmetrical in 
its action on the diaphragm. The arrangement 
in fig. 3" provides for two air gaps, the others 
for only one, the passage through the diaphragm 
of the lines of force, on the other hand, being 
so much the longer. The pot magnet in fig. 4!" 
offers manufacturing difficulties and its magne- 
tization is less stable than that of a more elon- 
gated shape. These two weaknesses have led 
to the construction shown in fig. 5, i. e. with 


an Е-ѕһареа magnet''. An intermediate ring of 
soft iron is used to spread the magnetic field 
from the outer poles around the edge of the 
diaphragm. 

A better and more rational way of meeting 
these opposing demands as to the thickness of 
the diaphragm arising in connection with the 
above mentioned simple receiver design is to 
distribute its various functions among different 
mechanical elements. Thus, it is possible to use 
a special armature? in conjunction with a very 
thin diaphragm, the material of this latter being 
then absolutely a matter of choice. The re- 
quired elasticity can be obtained by means of 
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Attached to an Elastic Tongue. 


Fig. 7. Receiver with Lever Arrangement for Trans- 
ferring Vibrations to Diaphragm. 
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some suitable stretching method for the dia- 
phragm or by the aid of a light spring. The 
last-mentioned case offers the added advantage 
of securing a piston-like movement"! whereby 
the whole of the surface is able to exert an 
equal pressure on the surrounding air. For this 
purpose, the diaphragm should be as stiff as 
possible in the direction of the movement, being 
yielding only at its periphery. A simple and 


frequently used method of obtaining a both light 
and stiff diaphragm is to make it conical or 
cupped !* and of very thin sheet aluminium, about 
0. m m in thickness, a receiver of this type 
being shown in fig. 6. The force which is exerted 
on the armature by the diaphragm depends on 
the location of the fixing point on the spring. 
Thus, by choosing this point judiciously one 
can apply this load to the best advantage. This 
same principle has formed the basis of a number 
of patented receiver designs!" with more or less 
efficient lever arrangements, two of which are 
shown in figs. 7'* and 8'*. The mechanical deve- 


Wy 
N 


Rosco Fig. 8. 


Receiver with Lever Arrangement for Trans- 
ferring Vibrations to Diaphragm, 
lopment of the magnetic circuit can naturally 
vary considerably '® without abandoning the prin- 
ciple of the simple magnetic receiver. In oppo- 
sition to the previously mentioned designs, we 
find that in the one shown in fig. 0?" it is the 
mobile system that is polarized. This consists 
of two parallel iron strips whose ends are joined 
together by means of two permanent magnets 
placed in such manner that opposite poles are 
formed at the centres of the strips. The coils are 
placed on a fixed, U-shaped core which serves 
as armature for the permanent magnetic field. 
As already stated, it is possible to obtain 
magnetization by means of direct current*! as well 
as with permanent magnets. If the magnetizing 
current is led through the same winding as the 
speech current, the battery may be connected up 
in series with the receiver — naturally provided 
that the external circuit transmits the direct current. 
An alternative to this is shown in fig. 10, where 
the battery is placed in a circuit to which the 


speech current is barred by means of a choke 
coil, the direct current being barred from the 
speaking circuit by means of a condenser. Should 
a special magnet winding be introduced, care 
must be taken that it shall not function as a 
short circuited secondary winding for the alter- 
nating field. 


о Fig. 9. Receiver with Polarized 


Mobile System. 


The receivers shown in figs. 1 to 9 all func- 
tion simply, i. e. the diaphragm or armature is 
influenced from one side only. This condition 
has a number of disadvantages. As already men- 
tioned, the varying force component due to the 
speech current produces an overtone, which 


Fig.10. Circuit Diagram for Receiver Polarized 
by means of Direct Current. 


appears whether the diaphragm is held fixed or 
permitted to vibrate, but can be reduced to 
a negligible quantity by means of a strong 
field of polarization. Much more disturbing is 
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that series of harmonics, which arises during 
the vibration of the diaphragm, partly on account 
of the fact that the driving alternating force 
depends upon the momentary width of the air 
gap, and partly because the restoring force is not 
absolutely proportional to the displacement from 


Balanced Receiver. 


Fig. 11. 
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the position of equilibrium (see curve c in fig. 2). 
The greater the amplitude of the diaphragm vibra- 
tions, the more serious will the distortion be. 

A decided improvement in these conditions 
can be secured by using a double-acting or 
balanced arrangement. The easiest way of rea- 
lizing this idea is to place a magnet on each 
side of the diaphragm with opposing poles 
opposite each other, so that a strengthening of 
the field in the two air gaps on one side is 
accompanied by a corresponding weakening of 
the field on the other side (see fig. 11)”. With 
the same notations as previously used, the strength 
of the field on the sides of the diaphragm will 
be Н, +h sin wt and H,—A sin wt respec- 
tively. The formula for the magnetic force of 
attraction per unit area then becomes 


F= к, [(H, + h sin o£)? — (H, —A sin w £j] 
Ft 


1 А 
= „Moh sin wf. 
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Here, both the steady component of force and 
the second harmonic have disappeared. This is 
applicable only when the diaphragm is exactly 
equidistant from both poles. Any deflection to- 
wards one side or the other will cause an іп- 
crease in the attraction of the corresponding 
magnet, and therefore the equilibrium of the 
diaphragm becomes unstable unless it possesses 
sufficient elasticity to counteract the attraction of 
the magnet poles. The force curves for a ba- 
lanced receiver are shown in fig. 12, corres- 
ponding to those shown in fig. 2 for a simple 
acting receiver. The curve a represents the 
elastic restoring force of the diaphragm, and the 
curves 6' and 5" the attracting forces of the two 
magnets. The resultant of these two last is 
represented by 6 and the resultant restoring 
force acting on the diaphragm by the curve c. 


force 


Fig. 12. Force Curves for Balanced Receiver. 
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A comparison of this graph with fig. 2 will 
show that the approximately straight lined range 
in the neighbourhood of the point of equilibrium 
is larger for the balanced receiver. 

Among those harmonics — as already men- 
tioned — which are caused by the vibrations of 
the diaphragm, those of the even order numbers 
are eliminated in balanced receivers. This no- 
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table condition is applicable to all balanced phy- 
sical devices. If cause and effect, with reference 
to some certain device, are not exactly propor- 
tional, a simple harmonic causative quantity 


A =A, sin wt 


will bring forth an effect which can be gene- 
rally expressed by the formula 


B= У В, sin (0:0 + d,), 


in which > is an arbitrary whole number, 1 for 
the fundamental tone and the respective order 
number for any certain harmonic. Assuming 
the device to be balanced, the following equa- 
tion will hold on account of symmetry, 


в|2+ 2) diss 


in which 7 is the period for the fundamental 
tone. This means that for each value of + 


By sin (v-ct-4- d, +v 4)— — By sin (v-o t+ ву). 
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This equation is identically satisfied for all odd 
values of v, but for even values it holds good 
only in the case when B, = 0; thus the even 
harmonics are eliminated. 

Still another advantage possessed by the ba- 
lanced receiver in fig. 11 is that the field of 
polarization passes principally straight through 
the diaphragm. Only an insignificant quantity of 
the same passes in alternate directions along the 
diaphragm and between the poles of the magnet, 
mingling itself with the relatively weak alterna- 
ting field from the speech current. Thus, it is 
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apparent that there is no danger of magnetic 
saturation of the diaphragm caused by the use 
of a strong field of polarization. 

Since, quite naturally, it is necessary that the 
magnets be given a central location as compared 
with the diaphragm, the sound duct for this 
type must be located near its edges**. This has 
an unfavourable effect on the higher tones, espe- 
cially if the diaphragm is large, a disadvantage 
which, however, can be counteracted by leading 
converging sound ducts out from several points 
on the diaphragm. 


R sos Fig. 14. Balanced Receiver with Arma- 
ture in Form of Tongue. 


Other similarly balanced magnetic systems are 
shown in figs. 13, 14 and 15?'. The first (fig. 13) 
is a concentric modification of the one shown 
in fig. 11, with two pot magnets of opposite 
polarization placed one on each side of the dia- 
phragm. Naturally the advantages and disad- 
vantages mentioned in connection with the simple 
pot magnet occur here also. The centre hole 
of the pot magnet here serves the purpose of 
a sound duct. 

The construction shown in fig. 14 is de- 
rived from the foregoing by replacing the dia- 
phragm with an iron tongue rigidly fixed at 
one end — the other end being mechanically 
connected to a separate diaphragm — and by 
placing the entire winding around this tongue. 
This gives us the following advantages: only 


one coil, simpler and sturdier magnets, lighter 
vibrating parts, absolute freedom in the choice 
of a suitable arrangement of the diaphragm and 
in the adaptation of the diaphragm load. 


Fig. 15. 
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The magnet system illustrated in fig. 15% is in 
principle but a twin form of the previous with 
a special transfer lever arrangement. 

In the various magnet systems hitherto de- 
scribed, the permanent magnets form a part of 
the magnetic circuit of the alternating field. 
However, since they are subject to high mag- 
netic resistance and considerable hysteresis losses, 
efforts are being made to lead the alternating 
field in a path where the magnetic properties 
are more favourable. In the ordinary, simple- 
acting receiver this is achieved — to a certain 
extent, at least — by the aid of an air gap 
acting as shunt for the magnet?’ (see fig. 16). 
Naturally, this leads away a large part of the per- 
manent field, for which reason it is necessary to 
make the magnet correspondingly stronger. This 
is comparatively easy with loud-speakers, but in 
telephone receivers the size is limited by the 
weight of the magnet. With a given magnet 
the width of the air gap is a matter of com- 
promise. 

Another way of avoiding an alternating mag- 
netic field through the magnet and to obtain, at the 
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same time, a balanced magnet system, is shown 
by the arrangement in fig. 17%. One of the poles 
of a permanent magnet is equipped with a pole- 
shoe with two arms bent towards each other, 
between which a flexible iron tongue, fixed to 
the other pole of the magnet, can move freely. 
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Fig. 16, Receiver with Magnetic Shunt. 
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Fig. 17. Receiver with Separate Circuits 
for the Polarized and Alternating Fields. 
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The vibrations of the tongue are transferred to 
the diaphragm by means of a rod. The coils 
for the speaking current are placed around both 
arms of the pole-shoe, and turned so that the 
resulting alternating field passes around through 
the pole-shoe, across the air gaps and through 
the iron tongue. While the polarized field passes 
in opposite directions across the air gaps on 
both sides of the tongue, the alternating field 
crosses both in the same direction, thus esta- 
blishing a differential effect in the same manner 
as with the balanced magnetic systems previously 


described. Fig. 18°° shows a somewhat modified 
construction, the purpose of which is to give 
the tongue ample freedom of movement in spite 
of a very small air gap, and to permit the con- 
stant magnetic attraction to be applied in a direc- 
tion parallel with the tongue instead of at right 
angles to it. A drawback possessed by both 
these last-mentioned magnetic systems is that 
the polarized field is forced to pass along the 
moving tongue. Since this last must be made 
quite thin so as not to give the moving parts 
too great a moment of inertia, the flux of the 
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Receiver, Similar to One Shown іп Fig. 18, 
but with no Magnetic Circuit through Tongue. 


кен Fig. 19 


polarized field will be limited. А somewhat more 
favourable magnetic system similar to the 
one in fig. 18 — is shown in fig. 19°". In this 
case the entire tongue is not included in the 
magnetic circuit, but only an armature fixed to 
its free end. This arrangement permits the tongue 
to be made very light, although it must possess 
sufficient stiffmess to transfer the vibrations to 
the diaphragm. In view of the direction of the 
magnetic attraction, the fixing point does not 
have to possess any great amount of elasticity. 
The magnetic system shown in fig. 20?" - 
which, probably, is one of the most satisfactory 


— 91 


designs for electromagnetic receivers — is still more 
favourable as regards the passage of the field 
of polarization through the armature. Here, both 


R *2 Fig. 20 Balanced Receiver with Pivoted Armature. 


в ыз Fig. 21. Modification of Receiver Shown in Fig. 20. 


magnet poles are furnished with two-armed pole- 
shoes turned towards each other, one on each 
side of an armature pivoted about its centre 
point. In similarity with the balanced receiver 
in fig. 11, the field of polarization passes mainly 
right through the armature. The coils are usu- 
ally placed around the armature as shown in 
fig. 20, but can also be located on the pole- 
shoes (see fig. 21) By using a suitable sup- 
porting spring for the armature it is possible to 
lessen the distance between the curves repre- 
senting the elastic force and the magnetic attrac- 
tion®' (compare fig. 12), giving the diaphragm a 
low natural frequency and making the resultant 
restoring force within a large area proportional 
to the displacement of the armature from the 
position of equilibrium. 

It has already been stated that a field of po- 
larization is required to prevent the variations 
of the magnetic force of attraction in electro- 
magnetic receivers to rise one octave higher than 
those of the speech current. For the sake of 


completeness, however, it should be stated that 
another method has been tried for obtaining 
the same result, i. e. the 
one shown in fig. 22”. 
This arrangement consists 
of a balanced receiver simi- 
lar to the one shown in 
fig. 11, but with unpola- 
rized cores for both of the 
electro-magnets, which are 
connected in parallel, each 
one in series with a recti- 
fier. These last are turned 
so that the current is ad- 
mitted to the electromagnet 
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Replacing Polarization. 
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Description of the New Ericsson Automatic Exchanges in 


San Sebastián and Vicinity. 


he prefatory description of the above men- 

tioned exchanges contained in the previous 
issue of this journal will now be followed by 
an article of more technical character, devoted 
to a detailed description of the system and its 
manner of functioning. 

As already mentioned in the article referred to 
above, the complete plant comprises a central 
automatic exchange for the city of San Sebastián 
(La Red Telefónica Urbana) and another auto- 
matic exchange for the city's environs (La Red 
Telefónica Provincial). The traffic over this last 
exchange is distributed among four other smaller 
exchanges, viz: Miracruz, Pasajes, Rentería and 
Hernani. The entire plant is designed for a 
capacity of 26,000 lines, 20,500 being for »La 
Red Urbana», 3500 for »La Red Provincial», 
with 2000 for future extension. 

For »La Red Urbana», or the municipal net, 
the initial capacity is 5000 lines, while for the 
provincial net it is 2000, i. e. 500 lines for each 
of the above mentioned four exchanges. 

The plant is also equipped with a toll board 
and a record board — this last for traffic from 
the automatic exchanges to previously existing 
provincial manual exchanges — as well as a 
transfer board for handling the traffic between 
the provincial manual exchanges, and another 
board for traffic from these manual exchanges 
to automatic subscribers in the city as well as 
in the suburbs. 

The most interesting feature of this plant is 
that it has been built on the satellite principle, 
i. e. the four suburban exchanges Miracruz, Pa- 
sajes, Rentería and Hernani are satellites to a 
central exchange over which all subscribers on 
the satellite nets are connected to each other 


as well as to city subscribers, and vice versa. 
Like city subscribers they are also able to obtain 
toll service, give telephonic instructions for the 
sending of telegrams, and place their orders for 
calls to manual provincial exchanges, these last 
mentioned calls being then distributed over the 
key set at the automatic provincial exchange to 
the various groups of automatic subscribers. 

In this case, the satellite principle means that 
these exchanges are equipped with line finders 
and connectors only, the group selectors being 
concentrated at the central exchange, where they 
co-operate directly with the group selectors of 
the municipal exchange. 


R 519 Fig. 1. 


The junction lines in the multiples of the first 
group selectors at the provincial and municipal 
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exchanges are grouped and distributed as shown 
in fig. 1, which represents a cross section of the 
twenty-five multiple frames of the group selector 
1 GS (see figs. 2 & 3). 

Each such frame contains twenty junction lines 
terminating in connectors C (see figs. 2 & 3) 
with a capacity of 500 lines each. 

Thus, multiple frames numbered 1 to 10 con- 
tain junction lines to connectors representing 
ten five hundreds groups in the city net, making 
a total of 5000 lines numbered from 10000 to 
14999. 


Multiple frame no. 15 contains lines to a con- 
nector for a PBX group (see fig. 3). This group 
contains 500 lines for the ordering of toll calls 
and calls to manual rural exchanges, and for 
telephoning in telegraphic messages. At pre- 
sent not more than 160 of these lines — re- 
presenting the present needs of the traffic — are 
connected up. This group is numbered from 
3000 to 3499. 


Multiple frames nos. 17 to 23 contain junction 
lines to the connectors at the satellite exchanges. 
The subscribers’ lines which terminate in these 
connectors are numbered as follows, viz: Mira- 
cruz 4000 to 4499; Pasajes 5000 to 5499; Renteria 
6000 to 6499, and Hernani 7000 to 7499, making 
a total of 2000 lines, frames no. 19, 20 and 21 
being reserved for future extension of Pasajes, 
Rentería and Hernani respectively to a capacity 
of 1000 lines each. 


Thus, all city subscribers have 5-digit numbers 
while all the provincial subscribers and PBX- 
lines have 4-digit numbers. 


Frames no. 11, 12 and 13 are also reserved, 
each one for a group of 5000 connecting lines 
which are to terminate in second group selectors 
2GS for the municipal net (indicated in fig. 3 
with dotted lines). The frames of these second 
group selectors, in turn, will contain connecting 
lines terminating in connectors C. Consequently, 
frames no. 11, 12 and 13 represent a total of 
15,000 lines for future extension of the net. 

Of the twenty-five multiple frames of the first 
group selectors, nos. 14, 16, 24 and 25 still re- 
main for further extension and represent the 


reserve of 2000 lines mentioned in the begin- 
ning of this article. 

We will now turn our attention to figures 2 
and 3, both together representing a schematic 
diagram for the entire plant. Fig. 2 covers the 
automatic provincial net with the four satellite 
exchanges Miracruz, Pasajes, Rentería and Hernani, 
together with their common central exchange 
in San Sebastián and arrangements for connect- 
ing up calls to manual provincial exchanges. In 
reality, the provincial record board for handling 
calls from automatic to manual provincial sub- 
scribers is also located here, although it is shown 
at the bottom of fig. 3. in order to facilitate the 
description of the switching process. Fig. 3 
covers the automatic municipal exchange with 
provisions for toll service and for receiving tele- 
phonic orders for outgoing telegrams. 

The continuity of the connecting lines between 
the first group selectors 7 GS of both nets is 
plainly shown. These group selectors are con- 
nected in parallel so that the twenty connecting 
lines in the first multiple frame of each group 
selector are connected to the connectors in the 
five hundreds group 10000 to 10499, the lines 
in the second multiple frame to the five hund- 
reds group 10500 to 10999, and so on (see 
fig. 1). The numbering of the multiple frames, 
according to fig. 1, and of the connecting lines 
is indicated to the right in fig. 2, the arrows 
showing the direction of the traffic. 

Thus, according to figs. 2 and 3, it is apparent 
that the subscribers in the municipal net can be 
connected up with each other as well as with 
those in the provincial net, similar facilities being 
obtainable by subscribers in the last mentioned 
group. 

The local exchange, here called the municipal 
automatic exchange (see fig. 3), has been built 
on practically the same principle as the exchanges 
previously delivered by L. M. Ericsson for Rotter- 
dam West and Rotterdam North, and which have 
already been described in this journal. 

The initial capacity of this exchange, amount- 
ing to 5000 lines, requires 10 racks for each of 
the following switching devices, viz: line finders, 
group selectors and connectors, together with 
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the necessary sequence switch racks. 
finder and group selector racks can accomo- 


date sixty swit- 
ches each, only 
forty-eight being 
mounted in each 
rack for the pre- 
sent, however, as 
specified by the 
telephone admi- 
nistration. The 
connector racks 
have the same 
capacity but are 
mounted with „94505, 
only fifty-two Уң { 
switches each. юзи» |» 
The PBX group ** 
comprises one 
rack of each kind tenera 
mounted with == 
thirty switches зок 
each. Inaddition, 
there is one 
group selector ^*?^* 
rack mounted with thirty 
switches SOTG for the toll 
junction lines. 

The automatic satellite 
exchanges in Miracruz, Ren- 
teríaand Hernani are housed 
in buildings specially built 
for this purpose, while the 
one in Pasajes is located 
in the same building as the 
post and telegraph offices 
(see illustrations in Nos. 
5 & 6, Vol. Ill of this journal). 
The initial capacity of each of 
these exchanges is 500 lines 
with provisions for a pos- 
sible increase to 1000 lines. 

As already mentioned in 


our previous issue, the central exchange for the 
provincial net, here called the provincial automatic 
exchange, is housed in the same building as the 
municipal exchange in San Sebastián, this very 
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MUNICIPAL AUTOMATIC 
EXCHANGES 


favourable circumstance permitting a considerable 
saving in the cost of junction lines between the 


two exchanges. 

According to the schematic dia- 
gram in fig 2, the satellites are 
equipped with line finders LF and 
connectors C only, the necessary 
group selectors 7 GS and register 
finders RF being located in the 
provincial exchange in San Sebas- 
tián. Further, these exchanges are 
equipped with main distributing 
frames, line testing apparatus, char- 
ging and ringing machinery, a tone 
producing machine, power switch- 
board and storage batteries, in the 
same manner as any other exchange. 
The line finder LF at the satellites 
and the first group selectors 7 GS 
at the provincial exchange are di- 
rectly inter-connected by means of 
2-conductor junction lines. This, 
also, is the case with the connec- 
tors C at the satellites and the mul- 
tiple frames in the group selector 
racks at the provincial 
and municipal exchanges. 

In order to reduce the 
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line finders LF and the 
уб" connectors С — wherever 

owen. traffic conditions permit 

woo aes — have been placed in 
the same racks, as shown 
in fig. 2 for Miracruz, 
Renteria and Hernani. At 
Pasajes, on the other 
hand, the plant has been 
designed to meet much 
heavier traffic conditions; 
consequently separate 
racks have been provided 
for these switching de- 
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vices. The number of switches and junction lines 
required to meet subsequent increases in traffic is 
regulated by the telephone administration. In this 
connection it is to be observed that only a small 


fraction of the traffic remains within the respective 
satellite zones (see below). 

Those switches which are common for all 
the exchanges, i. e. the register finders RF and 
registers REG, are located in the main exchange 
(the provincial exchange), thus considerably re- 
ducing their number as well as the cost of in 
stallation and upkeep. Another decided advan- 
tage afforded by this arrangement is that the 
traffic for all the satellites can be supervised 
at one and the same place. The inspection 
trips of the repair-men usually constitute an 
item of no small importance in the cost of 
maintenance; here, these trips are reduced to 
a minimum, chiefly for the charging of the bat- 
teries, etc. 

The actual control of these exchanges takes 
place at the provincial exchange in San Sebastian, 
where constant supervision is provided for this 
purpose. The observation desk at this exchange 
is equipped with lamp signals for following 
the various switching operations and alarm de- 
vices for giving warning when a fault occurs. 
There is also a starting device for the switching 
motors, so that they do not have to be kept 
continuously running while the traffic is low 
— as during the night, for instance. This start- 
ing device, also, is controlled from the observa- 
tion desk at the provincial exchange by the 
repair-man on duty. 

Switching process for local calls at satellite 
exchanges. When a subscriber, belonging to 
one of the satellites — Hernani, for instance, 
with numbers running from 7000 to 7499 — de- 
sires to call another subscriber within the same 
net, and with say number 7339, a line finder 
LF at this exchange is connected up to his line 
in the usual manner as soon as he removes his 
microtelephone (see fig. 2). The dial tone then 
indicates that a disengaged register REG has 
been connected up over a register finder RF 
and that the dialling of the desired number may 
proceed. 

The calling subscriber then dials the num- 
ber in question, 7339. This is registered by 
a register at the provincial exchange, causing 
the group selector 7 GS, to be set by its 


rotary movement to multiple frame no. 23 (see 
fig. 1) containing junction lines to the line 
group numbered from 7000 to 7499. The radial 
movement of this group selector then seeks out 
and connects up the first disengaged junction 
line to Hernani and corresponding connector C 
at this exchange. The same register then directs 
the rotary movement of the connector at Hernani 
to multiple frame no. 17, containing subscribers' 
lines numbered from 7320 to 7339, and there- 
after the radial movement to the 20th line, 
where subscriber's line number 7339 is located. 

Different buzzer tones are used to indicate 
whether a ringing signal has been sent out or 
if the called subscriber's line is busy. If the 
line is disengaged, the conversation takes place 
over the calling subscribers lines and a line 
finder LF at Hernani, the corresponding junction 
line to a group selector 7 GS at the provincial 
exchange, a line in multiple frame number 23 
at this same exchange, back again over a corres- 
ponding junction line to a connector C at Her- 
nani and over the 20th line of the 17th multiple 
frame, which is the called subscriber's line (see 
figs. 1 and 2). When the call is finished, the 
various switching devices are restored to nor- 
mal in the customary manner. 

As indicated in the foregoing, a local conver- 
sation between two subscribers belonging to 
the same satellite — both to and from the pro- 
vincial exchange — takes places over two 2-con- 
ductor junction lines. This arrangement has 
given very satisfactory results, since it is only 
the speaking current that travels the entire dis- 
tance. Current for the subscribers' transmitters 
is furnished by the exchange to which the sub- 
scriber belongs. 

Switching process for calls between two satellite 
exchanges. The switching operations for calls 
between subscribers belonging to different sa- 
tellite exchanges are similar to those just described 
for local calls. Let us assume that the calling 
subscriber in this case also belongs to the Her- 
nani exchange, lines number 7000 to 7499, and 
wishes to call no. 4100 at Miracruz, where the 
lines are numbered from 4000 to 4499, The 
registering of the number and the setting of 
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the switches takes place in exactly the same 
way as before, but now the register directs the 
group selector 7 GS at the provincial exchange 
to multiple frame no. 17 containing junction 
lines to the line group numbered 4000 to 4499, 
(see figs. 1 & 2) where the radial movement of 
the group selectors 7 GS seeks out and connects 
up the first disengaged junction line to Mira- 
cruz with the corresponding connector at that 
exchange, this connector now being set to the 
first line in the sixth multiple frame. 

Thus, calls belonging to this category are con- 
nected up over the line finder LF at the home 
exchange, group selector 7 GS at the provincial 
exchange, and the connector C at the exchange 
of the called subscriber. In this case, the junc- 
tion lines are of the same number and length 
as if the exchanges were not built on the sa- 
tellite principle. 

Switching process for calls between the provin- 
cial and municipal exchanges. The switching ope- 
rations for calls between the provincial and muni- 
cipal nets are similar to those already describer, 
with the exception that here the group selector 
1 GS is directed to one of the multiple frames 
numbered 1 to 10, whose junction lines terminate 
in connectors at the municipal exchange. After 
one of these connectors has been set to the de- 
sired subscriber's line by the same register which 
actuates the group selector, either a calling or 
busy tone is given in the same manner as pre- 
viously described. 

Thus, the connection is completed over the 
line finder LF and the group selector 7 GS at 
the provincial exchange, the connector C being 
located at the municipal exchange. 

For calls in the opposite direction, i. e. from 
the municipal to the provincial exchanges, the 
line finder LF is connected up to the line of the 
calling subscriber, after which the corresponding 
group selector is actuated by means of a register 
at the municipal exchange. After the group se- 
lector har been set to a multiple frame contai- 
ning junction lines which terminate in a con- 
nector at one of the satellite exchanges, the 
setting of this connector is directed by the same 
register. Such a call is then connected up over 


9T 


a line finder LF and group selector 7 GS at the 
municipal exchange, and over a connector C lo- 
cated at one of the satellite exchanges. 

For such calls also, we find that the junction 
lines are of the same number and length as for 
exchanges not built on the satellite principle. 

From the above it is apparent that the only 
argument which can be sustained against the 
satellite principle is the cost of the extra junction 
lines between the satellite exchanges and their 
main exchange required for local calls. 

However, since this principle is adopted only 
in such cases where but a small fraction of the 
total traffic remains within the local net — the 
main portion going to other exchanges —, only 
a small number of such lines need be reserved 
for the local traffic. 

On the other hand, this increase in junction 
lines is only apparent, since all direct lines from 
one exchange to all the others are eliminated, 
the entire traffic from a satellite exchange being 
carried over only one exchange, i. e. the pro- 
vincial exchange. 

The important advantages gained by the con- 
centration of those switching devices which are 
common for all connections, i. e. registers and 
register finders, constitute an additional important 
saving in the first cost as well as in the mainte- 
nance of the plant. 

Switching process for toll calls and calls to 
‘manual provincial exchanges. Orders for such 
calls are placed over the connectors C of the PBX 
group at the municipal exchange, where a num- 
ber of outgoing lines — numbered from 3000 to 
3499 — from the multiple frames terminate in 
call-indicators and jacks in the toll board and in 
the provincial record board. 

Toll calls. The diagram in fig. 3 shows sche- 
matically how the order wires to the right enter 
the toll board. The record lines from the jacks 
in the centre are connected to special switches 
SOTG. 

The toll lines terminate in jacks to the left, 
under which are shown answering and ringing 
plugs with calling dials. 

The operator answers the toll order call in the 
same way as an ordinary call. After the clearing 


of the toll line, the automatic subscriber is given 
а ringing signal by means of the calling dial 
after the ringing plug has been introduced into 
the record jack. Since the corresponding answer- 
ing plug has already been introduced into the 
toll jack, the speaking connection is now com- 
pleted. 

Calls from automatic subscribers to the manual 
provincial exchanges. The calling subscriber is 
connected up with the provincial record board over 
the PBX group at the municipal exchange (see fig. 
3). The depressing of the key restores the fallen 
indicator and connects up the receiver and trans- 
mitter of the operator. After the order has been 
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noted down, the operator can give the automatic 
subscriber necessary information over the line 
finder LF in the PBX group. It is only ne- 
cessary for her to depress a key and call the 
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subscriber in the usual manner by means of a 
calling dial. 

At the provincial exchange (fig. 2) the ordered 
calls are then promoted by means of a key board 
with impulse transmitter /7, the key set on this 
board enabling the operator to give quicker ser- 
vice than with calling dials. The lines to the 
manual rural exchanges are connected in parallel 
in the key and transfer boards, lamp signals 
being provided to indicate whether the line is 
occupied in one or the other of these boards. 

The transfer board receives orders for calls to 
the manual provincial exchanges and handles the 
traffic between these exchanges. 

By way of illustration, some views from the 
exchanges mentioned in this article are here re- 
produced. 


Fig. 6. 
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Fig. 4 shows the rows of racks with switching 
motors at the provincial exchange. In the fore- 
ground we see a sequence switch rack with re- 
gister finders, the following ones containing 
selectors and line relays which, together with 
the registers (not visible in the illustr.), include 
all the necessary switching devices for 1500 
subscribers. Local conditions have determined 
the size of the group, which is repeated until 
the required capacity has been reached. 


Fig. 5 shows a general view of the power 
plant, containing ringing machines and machines 
for producing the dial tone (in the immediate 
foreground), and two motor-generators for char- 
ging the two storage batteries, these latter having 
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Fig 9, 


99 


a capacity of 2600 amp. hours each, with a ten- 
sion of 24 volts. The charging current has a 
strength of 400 ampéres. To the extreme right 
may be seen a part of the power distribution 
board. 

In case of emergency, one of the ringing ma- 
chines is eq'iipped with a motor (for a 24-volt 
direct current) which is automatically connected 
up with the storage battery when the outside 
feed current is cut off. To guard against a like 
emergency, one of the charging generators is 
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connected up directly to a 45 h. p. internal com- 
bustion motor. 

The central (provincial) exchange for the sa- 
tellites is shown in fig. 6, the first row of racks 
containing the sequence switches for the group 
selectors / GS — these latter being visible in 
the second row of racks. The register finders 


RF for the registers are mounted in a third row 
of racks, not visible in the illustration. 

The various switchboards for the provincial 
net are located in the room adjoining the main 
provincial exchange. These are shown in fig. 7, 
with the key board to the left, the record board 
in the center, and the transfer board for the 
manual provincial exchanges to the right. 

Figs. 8 and 9 together give a complete general 
view of the equipment for a satellite exchange 
all mounted in one room with the exception of 
the storage batteries. 

In fig. 8, the first row of racks from the left 
contains line finders and connectors, the next 
one line relays and subscribers’ meters, with the 
cross-connecting frame to the extreme right. 

Fig. 9 shows the power plant, with ringing 


and tone producing machines, battery charging 
machines and power board. 

This is the first automatic plant built by L. M. 
Ericsson according to the satellite principle. We 
have already pointed out the advantages to be 
gained by adopting this principle in similar cases, 
one of the most important being a considerable 
reduction in the first cost as well as in the 
maintenance of the plant. Also, since the tele- 
phone administration in San Sebastián has de- 
clared the functioning of this system to be an 
unqualified success, we are amply justified in 
regarding the adaptation of this principle with 
satisfaction and do not hesitate to recommend 
the same for plants operating under similar con- 


ditions. 
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General Notes 


Ericsson Automatic Exchanges. A contract has recent- 
ly been signed between the Governmental Low Tension 
Electrotechnical Trust of the Soviet Union and the 
Commissariat of Posts and Telegraphs for the delivery 
of four automatic telephone exchanges according to the 
Eriesson system for the city of Moscow, capital of the 
Soviet Union, Each of these exchanges will have an 
ultimate capacity of 10,000 lines, making a total of 
40,000 lines. The initial capacity will be 35,000 lines, 
distributed as follows: 10,000 each for two of the ex- 
changes, with 7000 and 8000 respectively for the re- 
maining two, The exchanges are to co-operate with the 
existing manual exchanges, delivered by L. M. Erics- 
son to The Swedish-Danish-Russian Telephone Co. own- 
ers — from 1902 to 1917 — of a concession for the 
operation of the Moscow telephone net. This manual 
exchange is built with automatic distribution of in- 
coming calls and with a maximum capacity in its 
multiple of 60,000 subscribers’ lines, about 40,000 of 
which are connected up at the present time. The junc- 
tion traffie from the automatic exchanges to the manual 
exchange will be handled automatically by the aid of 
connectors, while the traffic in the opposite direction 
will pass over semi-automatic B positions equipped with 
key sets. 

The realization of this program — together with the 
building of the Ericsson automatic exchange ordered for 
the city of Rostoff, mentioned in the previous issue of 
this journal — constitutes the neuclus of the vast pro- 
gram laid out by the Commissariat of Posts and Tele- 
graphs for the modernization and expansion of telephone 
communications within the Soviet Union. The report 
of the Commissary of Posts and Telegraphs — an excerpt 
of which was published in the September number of 
P. O. The Telegraph and Telephone Journal, — gives 
a fair idea of the extent of this program. 

This excerpt reads in part as follows: 

»There is a colossal demand for telephones. Telepho- 
nic communication is the most profitable branch of our 
work, but it is still in a very ruinous state. Telephones 
have not been renewed in the towns for ten years, and 
all the exchanges are of the old system. Our new con- 
struction will be on the most modern automatic system.»* 

According to the cited report, on April 1, 1926 the 
С. S. S. К. had 171,000 telephones, and in the course 
of the next three years all the »volosts» or parishes of 
this vast country should be provided with telephonic 
communication. 
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During July, the second thousand lines with which 
the capacity of the Verona automalic exchange has been 
increased, were opened for traffic. Verona is situated 
in the second Italian concession zone in which the net 
is operated by a coalition consisting of a number of 
Italian operating companies, the automatic exchange in 
this city being delivered by L. M. Ericsson. As already 
mentioned in a previous issue (Vol. I., (1924), nos 1 & 2, 
page 23), L. M. Ericsson received an order in December 
1923 for the delivery and erection of a new net as well 
as of an automatic exchange, with an ultimate capacity 


* Italies by the. Editor. 


of 10,000 lines. The exchange was built for an initial 
capacity of 1,000 lines, to which extent it was opened 
for traffic in April 1925. 

This initial capacity was based on the existing number 
of subscribers’ lines at the time the order was placed, 
as well as on earlier experience with regard to the nor- 
mal growth of the net, allowances being made for a 
certain additional increase which was expected to ac- 
company the erection of a modern and up-to-date tele- 
phone plant. These expectations have been amply justi- 
fied by the results obtained, since it has been found 
necessary to double the capacity of the exchange already 
during the course of the first year, giving ample proof 
that the plant is functioning in a most satisfactory 
manner. 
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The first automatic exchange in Mexico — Colonia 
Roma, in Mexico City — was opened for traffic in April 


of this year. The completion of this exchange consti- 
tutes the first step towards the automatization of the 
telephone net so successfully operated since 1904 by 
Empresa de Teléfonos Ericsson, S. A. with the L. M. 
Ericsson Telephone Company of Stockholm as main 
shareholder. Historical and statistical data concerning 
the operation as well as the present size of the net may 
be found on p. 28 of Nos. 3 & 4, Vol. HI. (1926) of The 
L. M. E. Review. 

The automatization is planned for an ultimate capacity 
of 60,000 lines (the subscribers at present numbering 
about 20,000) and the Colonia Roma exchange will form 
a complete unit within the projected system. This ex- 
change has en ultimate capacity of 10,000 lines, its 
present capacity being 3000, with junction lines for 
traffic to and from the existing manual exchanges. More 
than 1000 lines are already connected up, and equip- 
ment is now being installed which will bring the capa- 
city of the exchange up to 5000 lines. More detailed 
information as to the junction traffic may be found on 
p. 16 of Nos 1 & 2, Vol. I. (1924) of the L. M. Ericsson 
Review. 


Private Automatic Exchanges. This number (see page 
6) contains a table of the Ericsson types of private 
automatic exchanges, working and under construction. A 
single glance at this table will show how quickly the 
widespread popularity of these types of private ex- 
changes has been attained, The system was completely 
worked out already in 1920, but was first adapted for 
domestic use while investigations were being carried on 
to ascertain what special requirements would have to 
be met for use in foreign countries. By the end of 
1922, foreign deliveries also were an accomplished fact, 
and the table shows with what rapidity these deliveries 
increased, especially after the introduction of the inter- 
mediate types OL 20/40 (1925) and OL 100 (1923). The 
increasing demand for these types of exchanges has ne- 
cessitated their manufacture being taken up by some of 
L. M. Ericsson's telephone factories abroad; in Colombes, 
near Paris, France, and in Vienna, for instance, In 
addition, L. M. Ericsson has come to an agreement with 
Hasler A. G. in Bern, Switzerland, for the assembly of 
private automatic exchanges of the Eriesson system, 
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using parts of either their own or L. M. Ericsson’s manu- 
facture. Deliveries made by these factories — either of 
their own make or containing parts obtained from Stock- 
holm have not been included in the above-mentioned 
list. These figures will be published during the early 
part of next year together with a quarterly report cover- 
ring deliveries made by the Stockholm works. Conse- 
quently, the Stockholm factory alone has delivered or 
received orders for 175 exchanges with a total of 7294 
lines. Of this number 120 exchanges with a total of 
4645 lines — have been for export, these figures amount- 
ing to 70 % and 65 % respectively of the grand total. 


Toll Exchanges, In conjunction with the approach- 
ing reorganization of European international telephone 
traffic, the Budapest toll exchange will be considerably 
enlarged and modernized by the middle of the coming 
year. This important work has been entrusted to two 
of the three existing telephone manufacturing concerns 
in Hungary, as practically all of the necessary equip- 
ment will be of Hungarian manufacture, As a result, 
the Ericsson works in Budapest have received an order 
for all of the new switchboard equipment with a total 
of 152 positions. 


Wireless An exhibition of radio material arranged 
by the Society of Swedish Radio Interests — was held in 
Stockholm between the 18th and 26th of September, 
L. M. Ericsson participating with an attractive stand. 

The opening festivities began with a music number 
by the Radio Orchestra, after which Hemming Johansson, 
director in the Ericsson concern and president of the 
Society, held an introductory speech in which he ex- 
tended greetings to those present as well as to all radio 
listeners throughout the land, also touching on the object 
and activities of the Society. The next number on the 
program was a discourse on the subject of .Wireless 
Telephony and its Possibilities as a Means of Communi- 
‘ations, held by Secretary of Communications E. Lyberg, 
who thereafter proclaimed the exhibition officially 
opened. 
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The exhibition was very well attended, Ericsson's 
crystal receiver — the construction of which was de- 
monstrated in detail proving to be one of the most 
interesting exhibits, 


2 


A letter, received from Jakobstad in Finland and dis- 
played at the exhibition, aroused an unusual amount of 
interest. According to the same, most remarkable re- 
sults have been attained with the above mentioned 
crystal receiver, a listener in Jakobstad having been 
able to hear the Berlin broadcasting station — a distance 
of about 1300 kms. — without the use of any amplifying 
apparatus whatsoever, 

In addition to the above receiving sets, wire, cables 
and various radio accessories, together with head 
receivers from the Ericsson works in Stockholm, valve 
sets and loud-speakers from the Ericsson branch con- 
cerns in London and Paris were featured. 
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Technical Communications from the Swedish Royal 
Telegraph Administration, 1926, number 3, contains a 
paper by Mr. Siffer Lemoine, engineer in chief for the 
Gov't Radio Bureau for land stations, on the »Develop- 
ment of the Swedish Broadcasting Movement during 
1925». The author mentions the fact that broadcasting 
in this country dates back to the early part of 1923, 
but was not definitely organized until January 1925. 
Consequently, th last mentioned year should be re- 
garded as the first during which broadcasting was 
seriously taken up. Since then, the movement has de- 
veloped rapidly, and we offer our readers some interest- 
ing facts borrowed from the above mentioned paper. 

On January 1, 1925, there were three government 
broadcasting stations operating in Sweden — in Stock- 
holm, Gothenburg and Malmoe. They had a common 
anode power of 1 kilowatt, the antenna input being 
600 watts. Additional stations in Sundsvall, Boden and 
Karlsborg were put in operation during the year, and 
the Stockholm station moved to new and better quarters, 
its anod power being simultaneously increased to 1.8 
kilowatts and its antenna input to 1.2 kilowatts. In a 
report to the government, however, the Telegraph Ad- 
ministration made it clear that these six stations did 
not meet the demands of the country. Consequently 
the Telegraph Administration arranged with various ra- 
dio clubs and societies for the opening during this year 
of fifteen private stations with varying anode input — 
from 250 and 400 watts down to 25. Three more such 
stations are planned for, thus greatly increasing the 
serviceableness of the crystal receiver. The radio pro- 
grams are distributed to these various stations over 
wires furnished free of cost by the Telegraph Adminis- 
tration, 

The paper contains a diagram and detailed description 
illustrating the method of distributing the broadcasting 
programs, a map of Sweden indicating the location of 
the various stations and a number of illustrations show- 
ing views from the Stockholm and Gothenburg stations. 

With regard to the number of radio licenses issued 
during 1925 the author states that for budget purposes 
an advance estimate of 60,000 was made, this number 
being actually more than doubled. On Dee. 31, 1925 
the number of issued licenses amounted to 125,591. The 
article contaius a graph indicating the number of licen- 
ses issued during 1924 and 1925, according to which the 
number at the end of 1924 was about 40,000, During 
both of these years we find a more marked increase 
during the first four months, the licenses sold up to 
the Ist of May constituting 75 % of the total for each 
year. During 1924 the remaining 25 *c were pretty 
evenly distributed over the remainder of the year, During 
1925, on the other hand, we find that after the 1st of 
September the increase is more marked than during the 
summer months, 4 


Under such circumstances, it was but natural that 
the financial position of the Swedish broadcasting enter- 
prise should be exceptionally good. Consequently the 
Telegraph Administration submitted a proposal to the 
Swedish Government requesting permission to erect a 
new broadcasting station with an antenna input of 20 
to 30 kilowatts, permitting the use of crystal receivers 
at a distance of from 200 to 300 kilometres, 

In. > Technical Communications from the Swedish Royal 
Telegraph Administration,, No. 5, 1926, Mr. Lemoine 
gives a detailed account of the principles of construction 
for this broadcasting station, which will be erected in 
Motala and have an antenna input of 30 kilowatts — 
as yet the most powerful station to be erected in Europe. 
If so desired, the effect can be increased to 45 kilowatts. 
This station is expected to be ready for use during 1927. 


Railway Signal Equipment. On September 2nd of 
this year the electric interlocking plant at Haessleholm 
on the Swedish State Railways was completed and put 
in service. 

This plant has been built by Signalbolaget, the inter- 
locking machine, point setting machinery, ete, being fur- 
nished by L. M. Ericsson, Although the distance between 
the two most extreme switching points is about 1850 
metres, there is but one interlocking machine, this latter 
being of a new type with electrical control only for 
its levers. This machine controls 58 signals, 52 points 
and 8 skotehblocks, all signals being arranged as day 
signals. The interlocking machine is connected up with 
track releasing apparatus mounted in a cabin on one 
of the platforms, from which the train dispatcher has 
complete control of all incoming and outgoing trains, 

An illuminated track plan on which signals and in- 
sulated tracks are denoted, has been mounted in the 
signal cabin. 

A detailed description of this plant will be published 
in a subsequent issue of the »Reviews. 


Telephone Concessions. Already in 1910, the «General 
Telephone Company of Stockholm, — which operated 
extensive telephone nets in Stockholm and surrounding 
provinces as well as in a number of foreign countries 

- sought to obtain a concession for operating a tele- 
phone net in Smyrna, Turkey. Since the use of tele- 
phones was forbidden by the Turkish government at 
that time, however, these plans did not materialize. 

In the beginning of 1924 a concession for the operation 
of a telephone net in Smyrna and adjoining cities and 
covering a period of thirty-five years was granted the 
municipal authorities in Smyrna by the Turkish govern- 
ment, after which a bid for tenders was sent out to all 
the larger. telephone manufacturing concerns for the 
delivery of an automatie exchange, outdoor plant and 
telephone. instruments. 

In May of this year The L. M. Ericsson Telephone 
Company was successful in obtaining the contract in 
the face of very keen competition, Siemens & Halske, of 
Berlin, being one of the closest bidders. In addition to 
the order for the delivery and installation of complete 


equipment for the planned automatic exchange, as well 
as for the building of the net, this contract gave L. M. 
Ericsson executive as well as technical control of the 
Turkish company now being formed for the purpose of 
operating this net, 

According to the agreement, a majority of the joint 
арна of this company — amounting to 400,000 Turkish 
pounds — will remain in the hands of the Municipality 
and The L. M. Eriesson Telephone Company during the 
entire term of validity of the concession. This agree- 
ment is signed by the prefect of Smyrna — on the part 
of the Municipality — and approved by the City Council 
through the Governor General of the District of Smyrna 
as well as by the Angora government, 

The contract embraces a first stage of erection for 
2000 subscribers? lines, including exchanges, under- 
ground conduit lines for the main cables, cables for 
serial distribution lines, pole distribution cabinets and 
boxes, poles, line hardware and telephone instruments, 
figured at a total cost exceeding 1 million Swedish 
crowns. 

According to the agreement, L. M. Eriesson has been 
assured deliveries for future extensions. 


Literature »Los Sistemas Modernos de Telefonia 
Automática» (Modern Automatic Telephone Systems) by 
Ignacio Mia Echaide 1926. 

The contents of this fifty-two page illustrated booklet 
printed in Spanish constitute a lecture held by Ignacio 
M:a Echaide, engineer and manager of the provincial net 
of Guipúzcoa, Spain, before the Asociación de Ingenieros 
Industriales (Associacion of Industrial Engineers) of 
Bilbao on May 14 of this year, the large and interested 
audience consisting mainly of technical experts in various 
lines, chiefly within the field of telephony. 

Mr. E. opens his discourse by going back to the origin 
and development of the automatie telephone, touching 
on the solution of various problems connected with the 
same. This is followed by a description of automatic 
devices and the principles according to which they func- 
tion, illustrated by a number of simple diagrams. 

Mr. E. then goes on to describe some typical systems 
now in use, such as Strowger's, ATEA’s relay system, 
Western's and Eriesson's, their principles of construction 
and methods of functioning, illustrated by schematic 
diagrams for the various systems. 

The automatic telephone exchange built for the Pro- 
vincial Government of Guipúzcoa (La Diputación de 
Guipúzcoa) has been constructed according to the Erics- 
son system. 

The author finishes with a discourse on the future 
possibilities of automatie telephony and on the lines 
which should be followed to insure its future develop- 
ment and success. 

»La Telefonia Automática en Guipüzcoa. Al Alcance 
de Todos», (The Automatic Telephone Exchange in Gui- 
püzcoa; a Popular Description), by Ignacio M:a Echaide, 
1925. Published by La Diputación de Guipúzcoa. 

This publication is a thirty-two page booklet printed 
in Spanish and illustrated with a number of interesting 
views and diagrams. The description covers the auto- 
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matic exchanges erected by L. M. Ericsson for the Pro- 
vincial government of Guipúzcoa and the Municipality 
of San Sebastián in Spain. 

Both of the above publications by Mr. Echaide are 
most interesting and we take pleasure in recommending 
them to our readers, 
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Small and Medium-Sized Taxicab Telephone Ex- 
changes» is the name of a paper to be found in No. 1, 
1926, of »Technical Communications» issued by the 
Swedish Telegraph Administration, The author is Helge 
Ericsson, telephone engineer in the government service. 

No. 10, 1923 of this same journal contained a tech- 
nical description also by Mr, Ericsson of the various 
arrangements now in use in Stockholm for the ordering 
of taxicabs by telephone. By kind permission of the 
Telegraph Administration, a very interesting description 
of this exchange was printed in Nos. 11 & 12, Vol. I 
(1924) of »The L. M. Eriesson Review This plant is of 
comparatively recent date, being specially adapted to 
existing conditions in Stockholm and consequently en- 
tirely up-to-date. 


The above paper by Mr. Ericsson can be said to be a 
continuation of the first one and contains a description 
of what has been achieved by the Telegraph Adminis- 
tration with regard to the construction of taxicab tele- 
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phone exchanges for small and medium sized towns, 
thus completing the subject. The author voices the 
opinion that in cities of metropolitan dimensions it may 
be necessary to resort to de-centralization by adopting a 
system with district exchanges. The article also states 
that the equipment has been designed for use with 
either a local battery or common battery system, the 
possibility of adapting the same to an automatic system 
also having been taken into consideration. 


Taxicab Exchanges. An order for a taxicab telephone 
exchange for Milano has been received by L, M. Ericsson 
from the operating company in the first zone in Italy, 

Societa Telefonica Interregionale Piemontese e Lom- 
barda» (Stipel) through the good offices of our Italian 
subsidiary, Societa Ericsson Italiana in Genoa. This 
exchange will be built on practically the same principle 
as the Stockholm exchange. The first delivery will in- 
clude three rows of switchboards with six positions in 
each row, making a total of eighteen positions. The 
number of order wires from the regular telephone ex- 
changes will be sixty, this being also the number of 
cab ranks in the city. The ultimate capacity has been 
set at double this figure. 

Another order for a similar exchange has been received 
through our representative in New Zealand, B. L. Donne. 
This exchange is to be erected in Wellington for a newly 
formed taxicab company which is to begin operations 
in this city. 
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»I can hear you perfectly well, my dear. ELEVATED GENT TELEPHONING. 
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If Ericsson's handset were used such mistakes could not occur, 
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Elevated Gent: »Hullo!» 

Voice from phone: »Hullo'» 

Elevated Gent:  »Hullo' 

Voice from phone: »Hullo!» 

Elevated Gent (disgustedly): »Curse the echo!» 


(By kind permission of »London Opinion») 
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WI RELESS ; , The receiver cases are of aluminium, 


with ebonite covers, the receivers be- 
ing connected in series. 


| y 
HEAD PH ONES i The cord has a length of 1.4 metres, 


. the total weight of the head phone be- 
(Vienna Model) ing 0.36 kgs. 
2 These Phones are manufactured to 


RF 82 w and RF 83 w х ^ za a resistance of 4000 ohms only and in 
h the following two types: 


RF 82 w, with nickel plated 
steel bands. 


RF 83 vy, with leather covered 
steel bands. 
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of Ericsson Private Automatic Exchanges in Service and under Construction September 30, 1926. 
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R492 OL 10050. Оіт.1241 1817m m For each additional fifty lines, the width 
OL 100100 Dim.1797 х 1847 m/m of the Switchboard is incr'd by 710 m/m. 
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etc., do not forget to state which inter- 
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Stockholm. 1926. Kurt Lindberg, Bolktryelcerialliebolay. 


Telefonaktiebolaget L. M. Ericsson 


Döbelnsgatan 15 
Stockholm 


Please send me your offer for a private automatic exchange according to the following specifications: 


Number of telephone instruments for first installation. 4. The longest line will have a length of metres 
iron wire 
Table sets: and will be of mms dia.) bronze wire 
cable 
Wall sets: 5. Available current: Direct current volts 
Total Alternat. current: volts. phase, per's 


Maximum number of telephones for which exchange 


is to be designed: 6. Existing telephone system: 


Required number of simuitaneous calls: number of lines: 


19 . Name: 


Address: 


Telefonaktiebolaget L. M. Ericsson 


Döbelnsgatan 15 
Stockholm 


Please send me your offer for a private automatic exchange according to the following specifications: 


Number of telephone instruments for first installation. | 4. The longest line will have a length of metres 
iron wire 
Table sets: and will be of mms dia.,bronze wire 
| cable 
Wall sets: 5. Available current: Direct current volts 
Total Alternating current volts phase per's 
Maximum number of telephones for which exchange 
is to be designed 6. Existing telephone system: 
Required number of simultaneous calls: | number of lines: 
19 . Name: 
Address: 


Telefonaktiebolaget L. M. Ericsson 


Döbelnsgatan 18 
Stockholm 


Please send me your offer for a private automatic exchange according to the following specifications: 


Number of telephone instruments for first installation. | 4. The longest line will have a length of _ metres 
iron wire 
Table sets: and will be of mms dia.) bronze wire 
cable 
Wall sets: 5. Available current: Direct current volts 
Р Жо! Alternating current volts phase per's 
Maximum number of telephones for which exchange | 
is to be designed: | 6. Existirg tel phone system: 
Required number of simultaneous calls: number of lines: 
19 . Name: 


Address: 
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Lars Magnus Ericsson. 


In Memoriam. 


he loss by death of Lars Magnus Ericsson 

on December 17th has withdrawn from us 
a prominent figure in the promotion of Swedish 
science, industry and initiative, which he has 
helped to spread over the whole world. In the 
field of telephony, the name of L. M. Ericsson 
occupies one of the foremost positions among 
that group of pioneers whose lives have been 
devoted to the exploitation and development of 
the forces of nature for the benefit of mankind. 
What Ericsson has been for the development of 
the telephone is sufficiently well known to re- 
quire any detailed recapitulation at this occasion. 
We will confine ourselves to the mention of 
a few interesting facts from the life of this not- 
able man, the following biographical sketch hav- 
ing been penned by one of his closest asso- 
ciates during latter years. 

Lars Magnus Ericsson was born in Vermland, 
Sweden, on May 5th 1846 under very humble 
conditions. His birthplace »Norrtomta», lying in 
the parish of Vermskog, is reproduced on the 
title-page of this number. Being left fatherless 
already at the age of twelve, he was forced to leave 
home and earn his own living, thus making an 
early acquaintance with the vicissitudes of life. At 
the age of twenty he decided to seek fame and 
fortune in Stockholm, his pronounced taste for in- 
struments and finer mechanical work leading him 
to his first employer, Oeller & Co. After having 
spent six years in the employ of this firm, his 
diligence and natural giftedness obtained for him a 
government scholarship, enabling him to acquire 
practical training and experience in foreign coun- 
tries. He remained away for four years, spent 
chiefly in Germany and Switzerland. On his 
return to Stockholm in 1876 he laid the founda- 
tion for the enormous world-encompassing con- 


cern which now bears his name, launching out 
on his career as inventor and designer. The 
starting capital consisted of 1000 Swedish crowns 
which was to become the source and origin of 
the many millions now invested in the wide- 
spread Ericsson organization. Ericsson's genius 
and foresight led the activities of his enterprise 
during the following year into the field which had 
been opened up at about this time by the inven- 
lion of the telephone in America. Thus it is his 
initiative and creative spirit that are directly res- 
ponsible for the remarkable development which 
this enterprise was to experience and which, 
with his ideas as a guiding principle, was to 
steadily continue even after his retirement from 
the firm. 

This small enterprise, whose activities were 
first housed in a kitchen, experienced a rapid 
growth. Already after a few months larger 
quarters were procured, these being situated on 
a courtyard near the Ox Market. Here experi- 
ments with the newly invented telephone were 
carried on, and here also it was that plans were 
laid for the manufacture of these instruments. 
Three years later — in 1879 — it again became 
necessary to find larger quarters. These were 
located at No. 5 Biblioteksgatan, and the transi- 
tion of the business from a handicraft to an in- 
dustry dates back to this period. At this time 
the telephone was still considered an article of 
luxury for private use in small local installa- 
tions only, but this was not of vital importance 
since the material manufactured by Ericsson in- 
cluded telegraph receivers, fire alarm equipment 
and measuring and metering instruments as well. 

An event which strongly influenced Ericsson's 
production of telephone material was the build- 
ing in 1880 of the Stockholm telephone net, 
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soon to be followed by similar nets in Gothen- 
burg, Malmoe, Sundsvall och Soederhamn. These 
projects were backed by the American Bell or- 
ganization which, quite naturally, imported Ame- 
rican- made material for their construction. Erics- 
son was not long in taking up competition, 
however, for which purpose he designed a 
telephone instrument which telephone experts 
proclaimed superior to the American ones, 
giving the same their unqualified approval. 
The Bell company did not expand in Sweden 
beyond the above mentioned five cities, The 
telephone nets in Gevle and Nykoeping, which 
were built later on, came into existance through 
the initiative of mutual telephone societies, Erics- 
son telephones and switchboards being used 
exclusively. 

Another important event which gave the deve- 
lopment of the Ericsson enterprise a still stronger 
impetus was the organization, three years later, 
of »Stockholms Allmänna Telefonaktiebolag» (The 
General Telephone Co. of Stockholm) by H. T. 
Cedergren, engineer and well-known Swedish 
pioneer in the field of telephone communications. 
The ensuing competition soon resulted in the 
withdrawal of the Bell interests, thus putting a stop 
to the importation of American telephone material. 

These developments in Swedish telephone com- 
munications marked the beginning of a steady and 
rapid growth in the production of Ericsson tele- 
phones and kindred appliances required to meet 
the increased demand resulting from Cedergren's 
masterly and genial administrative qualities. The 
many and constant improvements in both design 
and construction — among which Ericsson's 
world-famous transmitter occupies a prominent 
position — were also an important contributing 
factor to the increased output. The field of 
telephony — with respect to the strenous work 
devoted to the development of this means of 
communication over the whole world — found in 
Ericsson an active participant with an abundance 
of initiative and contributions of his own dis- 
tinguished by his constructive genius. Applica- 
tions of many of his designs are still in use,while 
many new designs unquestionably bear the stamp 
of his methods, his ideas and his principles. 


In 1884 the factory building at No. 5 Thule- 
gatan was erected. This was added to in 1890 
by erecting a new building on the adjoining lot 
on Rádmansgatan. In 1886, finally, the extensive 
factory buildings at nos. 19—21 on Thulegatan were 
erected, at the present time occupying the entire 
block bounded by Thulegatan, Kungstensgatan, 
Dóbelnsgatan and Rensgatan, the shops at 5 
Thulegetan and 18 Dóbelnsgatan being retained, 

In 1806 the enterprise was reorganized to 
Aktiebolaget L. M. Ericsson & Co. (L. M. Erics- 
son & Co., Ltd.). Already some years previously 
— during the early nineties -- Ericsson had 
directed his attention towards exportation, chiefly 
to Russia, Holland, England, Finland and other 
nearby countries. To this very day we will find 
that in the majority of these countries most 
of the telephone equipment is of Ericsson's 
manufacture. Encouraging results led to the 
forming, later on, of the Russian and English 
subsidiaries with factories of their own, the 
Russian factory being completed already in 1897, 
Thus did Ericsson lay the foundation for the 
expansion of his organization beyond the bound- 
aries of his native land, an expansion which 
was to reach far out across the earth and which 
is responsible, among other things, for the exis- 
tance of the factories in Vienna, Budapest, Paris, etc. 

Exportation entered into a new era of expan- 
sion — which has persisted until the present 
day — at the same time as Swedish initiative, 
under the leadership of H. T. Cedergren, directed 
its activities towards the construction and opera- 
tion of telephone nets in foreign countries. 

In 1903 Ericsson resigned the leadership of 
the company he created and to which he had 
devoted almost thirty years of incessant and 
fruitful labour, and retired to his country estate 
Ahlby, later on moving to the nearby Hágelby. 
During the next twenty-three years he had the 
pleasure and satisfaction of following the extra- 
ordinary growth and expansion of the concern 
which reflected his unparalleld genius and fore- 
sight, and expired at the age of eighty, in the 
year on which this company passed the half- 
century mark of its existance, 

W. B. 
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Lars Magnus Ericsson. 


(A few personal impressions.) 


M. Ericsson was still in the height of vi- 
your when he decided to shift to other 
shoulders the burden of responsibility for the 
care and leadership of the handiwork which his 
genius and energy had created. It is very likely 


quently, he left the company — this was in 1903 
and devoted his still unbroken energies to 
farming, an occupation for which he had always 
evinced a lively interest. 
Thus, many years have passed since »L, M.» 


House near Ox Market, Stockholm, in which Ericsson's Shop was Located from 1876 to 1880. 


that his highly developed sense of duty was a 
contributing factor to this decision. The enter- 
prise had reached a point in its development 
where its founder -— in spite of his unusual 
capacity for work — found himself no longer 
able, as heretofore, to give every detail of this 
complicated machine his personal attention. Erics- 
son was no doubt very keenly aware of this 
deficiency — as he himself regarded it. On the 
other hand, he could feel assured that his life- 
work was built on a firm and solid foundation 
and that it possessed all necessary qualifications 
to endure even after his withdrawal, Conse- 
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left us, but those who have worked under his 
leadership still retain a clear and vivid recollec- 
tion of him. 

The prevailing impression after a first meeting 
with Ericsson was a feeling of respect and in- 
feriority. He was of a powerful and imposing 
build, his manner was modest and at the same 
time filled with a certain natural dignity, and it 
did not take long to discover thas his intelectual 
powers were of no less imposing dimensions 
than his physical ones. It is true that the first 
impression of unimportance and inferiority could 
seem depressing or even put a restraint on the 
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assiduous application of ones own best efforts. 
The warmheartedness and sterling qualities which 
lay hidden beneath the dignity and apparent aloof- 
ness, however, soon caused the feeling of dis- 
comfort — which perchance may have existed — 
to be replaced by one of increasing devotion as 
one came to know and understand this solid 
and upright character better and better. 
Ericsson s manner towards his many sub- 
ordinates might be considered peculiar. He was, 
without doubt, a most excellent leader and 
organizer, even though these qualities may have 
been kept in the background by the self-restraint 
which dominated his personality. His orders 
were often softened by being given the form 
of a wish or request, without losing a whit in 
forcefulness or efficacy on this account. He 
had a very equable disposition, and the writer 
cannot recollect one single instance — even under 
extremely trying circumstances — where Ericsson 
forgot himself or offended any one, If he had 
cause to be displeased with someone or some- 
thing, he never voiced his feelings in angry words 
or reprimands. He had the gift of making such 
an impression on the delinquent by means of 
biting sarcasms and justified comment — al- 
though unaccompanied by any immoderation — 
that the reprimand was felt more keenly than if 
it had been couched in harsh and angry terms. 
Ericsson’s statements were often tinged with 
a feeling of pessimism, and the impression that 
he was a pessimist may have been prevalent to 
a certain degree among those who knew him. 
Even while still fully occupied in the sphere of 
his activities, with success increasing almost 
from day to day, it could happen that he would 
make a remark somewhat as follows: »Yes, it’s 
all well enough that we have plenty to do, but 
it can’t be so very long until the world’s needs 
in the telephone line are filled, and what are we 
to do then? It would undoubtedly be wiser to 
switch over to the manufacture of some article 
of consumption such as matches, for instance». 
There is no doubt whatever but that the views 
which lay back of such a statement constituted a 
beacon in Ericsson’s business policy from whose 
course he never deviated; he steadfastly refused 
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to countenance any manner of speculation even 
in its most innocent forms. However, this prin- 
ciple did not deter him from pledging a large 
stake when determined to achieve a certain 
purpose; as, for instance, when of vital impor- 
tance for the development of his company, he 
promptly decided to make a large personal invest- 
ment in a new and promising telephone concern 
so as to be sure of securing their orders for 
telephone material. 

For my own part, 1 am of the opinion that 
at bottom Ericsson's nature was optimistic. What 
made him appear a pessimist was in fact his 
deeply rooted cautiousness and prudence. His 
energy and capacity for work together with his 
conduct in everyday life were not characteristic 
of a pessimist. 

Energy and capacity for work — here we have 
the secret of the success so eminently experienced 
by Ericsson. At the time the writer entered into 
the service of this company, Ericsson was at 
the height of his vigour, fifty-two years of age. 
The amount of work which he could accomplish 
was fenomenal. Olten, when coming to work, 
he would have with him a sketch or drawing 
of some new design, prepared during the pre- 
vious evening or night, or roughly put down 
on paper during the boat trip in to town from 
his country estate. His whole day was occupied 
with inspecting and directing the work in the 
factory — with interest for even the most mi- 
nute details — with interruptions for discussing 
business problems with the office force or for 
inspecting the drafting room and taking part in 
the work there. Closing time for factory or 
office often meant to him only an oppurtunity 
to devote himself with undisturbed attention to 
some absorbing problem of design to be worked 
out at his beloved drawing board during the 
still hours of the night. Or else a large number 
of those hours which others devote to rest or 
recreation were used for the testing of new in- 
struments and apparatus, Frankly, | do not be- 
lieve there is any exageration in the statement 
that the drawing board and T-square were Erics- 
son’s best friends outside of the family circle. 
It was in their company that he found a large 
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amount of the rest and recreation of which he 
was in need. He remained true to them for a 
long time after having retired from his chosen 
field of activity, and when, in his declining 
years, a failing eyesight together with other in- 
firmities necessitated his giving them up, he must 
have felt as if he had lost a part of his own self, 

But Ericsson had a great number of other 
friends — his books — which he valued highly 
and with which he spent many happy hours. 


The quality possessed by Ericsson which has 
become best known through his works and to 
which the greater part of his success and fame 
is generally ascribed, was his gift for designing. 
In this respect, as well as in others, he was 
a self-made man. However, this expression 
hardly seems adequate; he was more a genius 
than anything else, and genius is not acquired 
by self-study. Those who were able to observe 
Ericsson obtained the impression that a certain 
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Through private studies he had acquired exten- 
sive knowledge, not only in subjects directly 
related to his own field of activity, but also in 
a wide range of other subjects. Not even the 
old philosophers were unknown to him. At one 
occasion some years ago | saw him seated with 
Plato before him, lost in meditation over Socra- 
tes’ discourse in his own defense before his 
judges. When, during latter years, it became 
more and more difficult and finally impossible 
lor him to read, it gave him great pleasure when 
others were instrumental in imparting to him 
the contents of books and newspapers. 
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Ericsson's Wife Assisting with Experiments in the Home. 


design or construction was already worked out 
and practically complete in his brain before he 
attempted to put it down on paper, with such 
precision and speed did he accomplish this latter 
process. Ericsson’s great skill and craftsmanship 
were naturally of great help in his work over 
the drawing board. He was a prominent instru- 
ment maker, well acqainted with all the intrica- 
cies of his trade. Thus, he knew intuitively 
how the instrument with which his brain was 
momentarily occupied should be designed so as 
to make its manufacture as simple as possible, 
He also had an exact knowledge of what de- 


mands might be put on a construction designed 
for a certain purpose; also, how best to meet 
these demands in a practical way. In his opinion, 
the outward appearance of an instrument was of 
the most vital importance; consequently, he always 
made his constructions as attractive and pleasing 
to the eye as possible. And last but not least, his 
requirements as to quality in workmanship were set 
very high, equally applicable to every little detail, 
from the primary operations in the presses and 
lathes to the application of the final outer finish. 
The high standard of Erics- 
son products together with 
their elegant and attractive 
appearance have given the 
name »Ericsson» its char- 
acter of guarantee for an 
article reflecting both care 
and skill in its manufacture. 
In one of the English colo- 
nies in which Ericsson 
products have found an 
excellent market it has 
been said that the Ericsson 
instrument is the Rolls- 
Royce among telephones, 

A typical example of how 
a well-made piece of work 
could influence Ericsson is 
cited here. While travelling 
in the United States in the early nineteen-hundreds 
lor purposes of study, he had acquired an auto- 
matic Colt pistol. This beautiful piece of work- 
manship gave his trained sense of perception 
immense satisfaction and it is said that when, 
during the trip home on board the liner, he 
sometimes felt despondent or heavy hearted, he 
would take out and examine his newly acquired 
treasure. This never failed to disperse his de- 
pression and clear his countenance. 


в 560 L. M. Ericsson's Grave in Botkyrka Cemetery. 


It has already been said that Ericsson did not 
spend much time in recreation. In fact, he led 
a rather secluded life as far as social intercourse 
was concerned, that is, he never wasted time 
on visits or in pleasure establishments of any 
kind. In his home, however, he did not live in 
seclusion. Especially at Ahlby, of which he was 
very fond, he was the most delightful and hos- 
pitable host and the pleasure he evinced when 
receiving and welcoming his friends was deep 
and unfeigned. 

In the same way that 
Ericsson's life flowed on 
dispassionately and in com- 
plete harmony, so also did 
he build up his great handi- 
work without dissension or 
crises. He was an upright 
man who tried to be fair 
in all his dealings with his 
fellow men. 1 do not think 
it possible for any honest 
and straightforward mind to 
retain his memory tainted 
with the slightest grudge 
for unfair treatment; по 
higher eulogy can be given 
the leader of an enterprise 
which has given work to 
thousands. 

Lars Magnus Ericsson was one of industry's 
great men, and, what is more, a gentleman in 
the deepest sense of the word. 


eut. Gret Erza 
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The Toll Traffic Problem in Europe with Special Reference to the 


Organization of the Service 
by A. Lignell, Director of Telephones, Stockholm, Sweden. 


(Conclusion.) 


T= importance of having an exceptionally well 
trained personnel for handling the traffic over 
the expensive international telephone lines has 
already been pointed out, for there certainely is 
no doubt but that efficient service can consider- 
ably increase the profits derived from a line. As 
a rule, the intervals between calls over inter- 
national lines are altogether too long, but we 
must not overlook the fact that it is far more 
difficult to obtain good co-operation between 
operators in such cases than when dealing 
with domestic traffic only. In the latter case, 
the operators have uniform instructions to follow, 
stand under the same executive authorities 

thus facilitating the adoption of necessary 
reforms —, and are much better qualified to come 
to a perfect mutual understanding in their com- 
mon work than can reasonably be expected of 
the operators handling the comparatively new 
international telephone traffic which, as yet, lacks 
all common, detailed instructions and service 
regulations. 

The C. C. І. has undoubtedly an important 
mission to fulfil in this respect. Also, detailed 
service regulations covering the method of hand- 
ling the preparation of calls, the handling of 
personal calls subject to advance-ordering, i. e. 
calls to a certain person or a certain subscriber's 
station (préavis) and for calls to a certain person 
called by message to a public telephone station 
(avis d'appel) have already been worked out. 
Further, rules have been issued covering the 
method of handling transit calls, i. e. calls between 
two countries, passing over a third country which 
directs the service between the other two, and 
for service with telegraphic ordering of calls. In 


addition, it is the intention to proceed at the 
earliest possible date with the compilation of 
complete, international service regulations. 

At the present time, the employment and trai- 
ning of toll telephone operators is very differently 
managed in different countries. 

In the employment of such personnel, it naturally 
is a great advantage if there is a large number 
of employees to choose from, already tried out 
and tested in many respects related to toll ser- 
vice. It is for this reason that Swedish toll 
operators are always recruited from among the 
ranks of the local telephone operators. 

In Sweden local operators are engaged when 
between seventeen and twenty years of age only, 
at which occasion —- besides schooling and other 
important factors — the physical condition of 
the aspirant is given very special attention, a 
careful examination being made by physicians 
in the employ of the Telegraph Administration. 

Of the 652 applicants during 1925 to the pre- 
paratory course for local operators, 367 were 
preliminarily admitted as being apparently suitable. 
At the subsequent physical examination, however, 
95 of these 367 — or 26% — were rejected. 

Among other things, the physicians must take 
into consideration the general constitution of the 
applicant, the condition of the pulmonary organs 
and of the blood circulation, eyesight, hearing, 
the pitch and quality of the voice, the condition 
of the hands, and if there is occasion to suspect 
epilepsy, hysterics or neurasthenia. 

During the time of training in the above men- 
tioned preparatory course, additional pupils, which 
have proved themselves unsuitable in one way 
or another, are rejected, the number of such 
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N:r 1. 
REPORT 
covering service on line number 6050 between STOCKHOLM and HELSING- 
BORG, March 18, 1920. Operator on duty: Bme 


Service under observation from 1.29 to 2.29 o'clock. Report by: Bs. 


Total number of observation minutes = 60. 


К мо 
S ds i- Е м 
Calls gre coin $ лаа o. Line idie |52, 
; ki = ы E= 
Remarks concerning ; gia E Б T ed | EF Remarks concerning 
service at home ing | = E 5% ¡for lack of wasted 5 HE service at other 
P 56 ES calls time IS ae р 
exchange from to home other | 2 E z= РЫ exchange 
M ex- ex- | 5 min sec. @ | 5.5 
Series change change = min. sec. min. sec. |= Ё 
es 
Call going on 5 18 Il 
1 period S. 1731 23 23 23 3 23| 1| 
462 | 
Р; S. Jacobsson| 22 31 31 6 02 M 
e 516.5 
5, 3081 38 18 38 5 24 M 42 2 pers. calls 
Thelin 
P. S. Rein | 14 14 14 | 5 35| MH 
S busy ordering 1205 |с. 22 |п.1.11 33 | 
Ordering party busy | 
with toll call. P. S. Vedlin | — — = [D - | 
S. 41 | 19 | 25 | 25 | 3 36 | II | checked 1 per. 
1205 | c. 26 | 26 | 
S. Vedlin | 29 43 | 43 | 4 18) I 
2305 | ME | | 
P. S. Carlsten| — - | ПЕ Р | | party not reached 
s. | 450 | 29 | 29 |29 | 3 14) Т! | | | 
| || е ИНИ == | 
S. | Rubber | 9 14  14| 1 55 || 
Ser. | S. 62 14 | 50 | 50 | 2 12 I| 47 2 pers. calls 
| адад NRE сава Кы 
s | 462 [л|жҗж|х[2!' 4 1 | 
; | [nde DE ERO | nter 
S. 3640 21 25 25 1,32 I | 30; B. 
С 12| 12 | 
P. S. Electr. 22 14 22 6 12 П 
S. 883 | 20 Р. 
Number of calls Total | 283 360 411 51 30 20 139 
| | | 
[12 Average 24. 30s. 34. | | 


P. — personal call, c. = delay in checking, п. l.- not on line. 
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rejections during the year in question amounting 
to an additional 5%. Later оп, and according to 
necessity, the best local operators from among 
the staff created in the above described manner 
are picked out for training in the toll division, 
and here, also, those operators which do not fill 
the requirements for toll service are removed. 

The pupils work under the supervision of 
women instructors and are examined by specially 
trained women supervisors. As soon as the 
pupil is sufficiently proficient to work indepen- 
dently, she is entrusted with such work over 
shorter toll lines to start with, the service being 
checked up by supervisors who — by means of 
listening arrangements — are able to follow all 
the manipulations of the pupil, over the toll line 
as well as in her intercourse with the subscribers. 

The results are noted down on a checking 
sheet and show the time used by each of the 
two operators at the communicating exchanges 
for promoting a call, the nature of the charges 
for call periods, all irregularities in the service 
at the home exchange and to what extent the 
line has been utilized for actual speaking time. 
The checking takes place without the knowledge 
of the operator, and when it is finished she is 
notified of any shortcomings for future better- 
ment. The operator is not accepted for hand- 
ling toll traffic independently until the checking 
reports — after the completion of the training 
course — show absolutely satisfactory results. 
After that, constantly recurring checkings insure 
the maintenance of satisfactory service over the 
toll lines. 

As it may be of interest to see the results of 
two such checkings, each one of sixty minutes 
duration, with full traffic load and under exactly 
similar service conditions but with different opera- 
tors, two reports are here shown. Report No 1, 
shows good results and Report No. 2 poor results. 

A comparison of these reports will show the 
following: 


Report Report 
А №. 1 No. 2 
Lapse of time at home exchange 
from clearing signal until next 
subscriber is ready to start 
speaking ... 024'  0'43' 
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Report Report 


No. 1 No. 2 

Lapse of time at other exchange 

from clearing signal until next 

subscriber is ready to start 

speaking лгал н-нын “er ОАО 
Lapse of time from call to call 0'34” 060” 
Actual speaking time... ......... 5130' 40620" 
Periods charged for |... 20 17 
Speaking time per сай... 3.9' 4.2 
Time for advance ordering of 

coming calls .... ........... 2'19" 0/52" 


Number of calls with service ... 12 11 


The average lapse of time from the foregoing 
clearing signal until the subscribers for the next 
call start speaking is 34 seconds in the first 
case and 69 seconds in the second case, making 
an average difference of 35 seconds per call in 
the time required for promoting calls. 

Even if one figures with as low a number as 
ten calls per hour, this means a loss of 350 
seconds or five minutes and fifty seconds, corres- 
ponding to five lost toll minutes per hour. 
Since a considerable charge — 3 Swed. Crowns 
and more — is often made for toll minutes in 
international traffic, we have a loss of 15 Swed. 
crowns per circuit-hour, which loss, with a large 
number of circuits, can mount up to consider- 
able sums. 

A reduction of only ten seconds per call in 
the time required for promoting calls means 
more than one toll minute per hour. Thus, it 
is quite plain that efficient service is desirable 
not only from the point of view of system and 
order, but also from a purely economical point 
of view. 

The training of good operators is a tedious 
undertaking, as all those who have anything to 
do with toll service are well aware. To give 
excellent service requires an unusual degree of 
accuracy, good judgement and quick perception, 
but, as already stated, the work is well worth 
the trouble. 

In this connection, it may be of interest to 
know that in Sweden the toll operators are 
permanently appointed government employees, 
enjoying as such not only better salaries than 
the local operators, but also a number of other 


N:r 2. 


REPORT 


covering service on line number 6050 between STOCKHOLM and HELSING- 
BORG, June 3, 1926. 
Service under observation from 7 to 8 o'clock. 


Total number of observation minutes = 60. 


Operator on duty: Sn. 
Report by: Bs. 


А ыу 
Саи» жон ча =| Actual | | Line idle EH 
х Š o ki E &! E oz 
Remarks concerning | | Е 2 ye "d | s ERE Remarks concerning 
Kind: call at zz time |55 1! lle m e 
service at home 3 E | £ ы for lack of wasted ls ES service at other 
exchange. | ы from to | home other | ё H 28 tam me FEL exchange 
ex- ex- | кй КИР Ws à EEG 22. 
Ѕегіеѕ |change change аре (тіп. sec. min. sec. LE 
Ш | Ц ! = © 
Call going on 1 09| I 
| | 
130 | 130 | | S. calls 
S | 12035 13/6] = – = 2035 no answer 
2230 35 | 40 | 40| 2,50) 1 
| | | 
1666 | | | | 
P. | S. Malmstr.| 17 | 14 | 17| 5 18] Il | 
S breaks connection e 19] 19 | | 
without warning S. 1258 14 11 | 141 6 25) H 
s. 2993 40 14 | 40) 2 25| 1 
S; 4670 44 38 | 44) 6 03) H 
S. Mölle 12| 16 | зз | 33 | 2 35| 1| 30| P. 
| | 
518 Bid |e 8 | 18 |Mrs T. cannot be 
P. S. Mrs Tyring |п.1.24 — | 24| — — [reached over 518 
1110 
P. | S. Hedenbl| 45 | 35 | 45| 4 03| I 22 | Р. 
518 | | | 
Р. S. Туга Johnson | 24 58 58| 6 29) Il | 
| | | 
п1.122 | 122. | 
Osmo 4550 | 56 | 35 | 56) 6 08| II | 
| c. 9 9 | | 
S. 1247 15 | 25 | 2) 2 55| 1) Call going on | 
Calls poorly | | | 
prepared | | | | | | 
| |_| | | 
| | | | 
Number of calls Total | 472 544 | 759 | 46 20 17| | 52 
[11 Average 43s. 495. \ 695. | 


Р. = personal call, с. = delay in checking, 


— 114 — 


n. l. — not on line. 
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advantages such as a pension (at the age of 55 
years), vacation and salary during illness, while 
the local operators, on the other hand, are en- 
gaged on terms permitting dismissal after a cer- 
tain length of notice, consequently without pen- 
sion priveleges and enjoying other benefits only 
to a restricted degree. Naturally, the possibility 
of obtaining a permament post as toll operator 
acts as a strong stimulus on the local operatorss 
thus contributing to an increased efficiency. 

In the selection of toll operators a good know- 
ledge of languages is a decided advantage, in 
addition to which special courses in German, 
French and English are arranged for the toll 
service employees. These courses are planned 
with the definite purpose of teaching the opera- 
tors special service phrases and expressions in 
the various foreign languages, as well as every- 
thing that has any bearing on the work in which 
they are engaged. 

The best toll operators are selected for inter- 
national service and are kept at work as far 
as possible — on the same routes as previously, 
since the chances for obtaining satisfactory service 
over a certain line are considerably increased if 
the operator is accustomed to the traffic and has 
a good knowledge of the same. 


Special features for stimulating the traffic. 


In the same manner as it is of importance 
that the tariff rates are set so as to stimulate 
traffic and permit a satisfactory utilization of the 
lines, so also is it just as important for the tele- 
phone administration as well as for the general 
public that all possible measures be adopted 
that can in any way increase the value of the 
service for the public. 

To this group of desirable measures may be 
assigned, in the first place, the furnishing of 
personal and subscription calls; also, of calls to 
a certain designated subscriber's station, special 
express calls (in favour of which regular and 
express toll connections may be broken), and the 
possibility of calling a non-subscriber to a public 
telephone instrument. 

All these varieties of calls are permitted accord- 
ing to the instructions contained in the inter- 


national telephone regulations (Révision de Paris 
1925) but are all made dependent on the special 
agreements existing between the affected tele- 
phone administrations. Since these facilities with- 
out doubt are an important factor in the 
development of telephone communications, it is 
to be hoped that the respective administrations 
will sanction the use of all these various forms 
of calls. 


Since we here in Sweden have many years’ 
experience of these same call forms — in domes- 
tic traffic as well as with Denmark and Norway 

I will describe them a little more thoroughly. 


Personal calls (Préavis). 


The frequency of personal calls in Sweden is 
in constant ascendancy. During 1924 the number 
of such calls constituted twenty-nine percent of 
the total number of calls, the corresponding 
figure for distances under 180 km being twenty- 
one percent, for distances between 180 and 540 
km forty-three percent and for distances ex- 
ceeding 540 km fifty-five percent of the total 
number. 


At present the total percentage is forty and 
for the above distances thirty-two, fifty-four and 
ninety-two respectively. 


The frequency rises with higher rates, which 
is but natural since the importance of getting 
in touch with the right person increases with 
the cost of the call, a subscriber often taking 
the chance of having to make a new call over 
the shorter and cheaper distances. The impor- 
tance of this fact with reference to the inter- 
national traffic with comparatively high rates is 
apparent. 

The international tariff rate for the advance 
ordering of a personal call seems to be rather 
high, however, being set at one third of the 
basic rate or equal to the rate for one minute 
(the basic rate is the charge for one three-minute 
period), consequently amounting to 4 Swed. 
crowns for a basic rate of say 12 Swed. crowns 
per period. This comparatively high charge does 
not correspond to the time required for the pro- 
motion of the advance order, which can most 


= 115 — 


certainely be limited to thirty seconds; also, we 
must keep in mind the fact that the possibility 
of obtaining personal calls at a reasonable extra 
charge means an added stimulus to the frequency 
of the calls and consequently is to advantage 
for the telephone administration. 

The rates in Sweden for advance ordering of 
personal calls are unusually reasonable, amoun- 
ting to 


0.20 crowns for distances up to 180 km and 
with a period rate of max. 0.50 
crowns. 

0.30 > for distances up to 540 km and 
with a period rate of max. 1.10 
crowns. 

0.50 » for distances exceeding 540 km 


and with a period rate of max. 2.50 
crowns. 


In case of a future reduction of international 
rates, a lowering of the extra charge for personal 
calls to say twenty percent of the period rate is 
undoubtedly called for. 

The international extra charge for calling a 
certain person to a public telephone instrument 
(avis d'appel) is the same as for personal calls 
(préavis). However, this charge can be deemed 
reasonable, since such a call always includes the 
sending of a message while the information con- 
cerning a personal call is simply imparted over 
the phone to the designated instrument. 

Subscription calls satisfy the need for service 
at definite recurrent times, especially during the 
busy hour when the lines are often more or 
less clogged with express calls, and are used 
in Sweden principally by the press and financial 
institutions. At the present time subscription 
calls in Stockholm amount to 600 call periods 
per day. 

The value of special express calls lies in the 
possibility — in very urgent cases — of obtain- 
ing right of precedence over other forms of 
private calls. Conditions may arise calling for 
some very urgent communication and it would be 
a serious dificiency in the traffic regulations if 
no means had been provided for just such 
cases. However, calls of this description should 
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have such high rates as to discourage their use 
except in emergency cases. For this reason the 
charges in Sweden for special express calls are 
set so high as to be prohibitive, only twelve 
such calls having been promoted in the whole 
country during 1925. The international rate adop- 
ted for such calls — ten times the period rate — 
is too low from the Swedish point of view. 
Thus, in the traffic agreements already signed 
between Sweden and foreign administrations the 
rate for special express calls has been set at 
twenty times the period rate. 

In conclusion, | wish to touch upon a con- 
dition which is of the greatest importance for 
the development of the telephone traffic, and 
that is the chances for obtaining quick connec- 
tions over the lines or, in other words, the na- 
ture of the waiting times for calls. In America, 
where the importance of obtaining quick con- 
nections is fully appreciated, each telephone line 

as already mentioned in a previous number — 
consists of such a large number of circuits that 
the average waiting time for all calls over dis- 
tances corresponding to those of the European 
international traffic does not exceed from ten to 
twelve minutes. Such a large number of circuits 
must necessarily mean very high period rates, 
however, and this has led to the adoption in 
Europe of a system with express calls which, 
if correctly handled, gives quick connections for 
express calls and reasonable waiting times for 
the balance of the traffic. 


In order to dispatch the traffic regularly and 
satisfactorily with this system, it is important 
that the growth of the traffic be carefully noted, 
so as to prevent the express calls from becoming 
predominant over a certain line, in which case 
they lose their character of calls with short 
waiting time. 

For this reason, it is advisable to investigate 
lines over which the traffic is very heavy as 
soon as it is observed that the waiting times 
begin to be too long, especially for express calls. 

As it may be of general interest to see how 
such investigations are carried on in Sweden 
since many years back, a description is given in 
the following of the forms used for this purpose 


REPORT | a. Minutes During each Hour that Circuit is Idle for Lack of Calls. 


Date 7 8 9 10 n" 1 1 2 3 4 5 6 7 8 9 
20 17. 19 0 0 0 0 20 6. 2 25 55 39 22 
21 54 | 14 0 0 0 0 0 22 37 43 38 43 58 
22 4i | 17 0 0 0 0 0 0 0 52 42 35 18 
23 31 | 18 0 0 0 0 38 28 0 33 35 42 20 
24 32 18 0 0 0 0 0 0 0 0, 0 1 31 
25 2l. 0 0 0 0 23 60 60 36 43 60 55 
| Total 199 86 о 0 0 0 81 116 129 189 213 226 204 
MM 5| dal ð 0 0 0 14 19 22 32 36 38 34 


REPORT Il. Waiting Times. 
Number of Calls — — ныша 
Ба ee e Promoted within of can- 
"e | > Over Total celled 
Series and. |, | 10 20 30 40 , 50 | 60 90 90 min. orders 
time orders | Other calls” min. min. min. min. min. | min. min. 
20 T) TA |14 18/4 | 19/4 20] 207 22] = 2274 = 
21 E 1 | 17/2 21/5 23/5 25/5 26/ — 27/ a | dH 32/5 Бае 
22 == —] 8/7 15/11 15/3 15/14 17/ | 18/ 19/ 4/ 23/14 N 
3 — |=] 20/3 26/6 28/6 326 | 34/ 37/ 37/ —/ 37/6 = 
24 — | 18/8 32/2 | 35/13 | 39/13 | 24/ 45 41| -| 41/13 1 
25 4 | omy 9/ | 14/12 20/2 23/13 | 24/ 28, 30/ 1 31/13 = 
Total 4 2 79/31 120/50 139/53 153/55 100/ 175/ 186/ 6 192/55 
n 241 1/ 41.1/56,4 62.5/99,9 72-4/96.4 80/100 83.3/ 91.1, |96.9/ 3.1/ m" = 


* The numbers in the divided spaces denote ordinary / express calls. 
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REPORT Ill. 
Number of Charged Speaking Minutes.* 
a E 
9 0 uü 2 1 2 4 3 6 1 NX 9 © iii Se 
20  18/. 33/ 27/15) 30/15 33/21 39/9 | 51/ | 24/ |39/g 18/ 15/6 3/ 15/ 12/ 27/ 39у | 42/ | 465/79 | 
20 24] 3| 36. 12/3; 24/3 51/3 45/3 27/6 27/6 15/6 12/  18/ 15/ gi 33/ | 45| | 45| | 432/60 | 
22  18/ | 18/ 36/3 27h 6/30 18/36 45/3 42] | 18/12 45/ —] 6/ | 6 18/ 30/ зо, | 63у | 435/102 
23 24]  18/ 33/ 21/3 60/6 36/19 36/ | 15/ | 24/9 24/15 30/ 18/ 18] з3у 18/ 27] | 54) | 489/69 
24 15] | 18/ 24/2 3/39 39/15 48/9 48/5 | 36/6 33/15 24/g 45) 30/ 21 15у 27/ , 33/ | 78] 537/105 
25 | 15] | 15/ |230 39/91 42/9 30/18 549 6/ —/ —/ | 18/9 18/ 3/ 24| | 27] | 48/ | 369/66 


Total 114/— 105/... 186/33 132/135 204/102 222/93 279/18 150/12 141/48 126/27 120/15 93/—| 75/ 


Average 19/  18/ | 31/6 22/әз | 34/17 37/16 47/3 25/2 24/8 21/5 20/5 16/ 13/ 14/ | 27/ | 35у 55) 455/8 


REPORT IV. 


81/— 159/_ 210/_ 330/— 2727/483 


Number of Non-Promoted Ordered Calis at Beginning of Hour and Conversation Respectively.* 


Date 7 8 9 10 
ЕЛЕ 
н р |р р зу 
2 = |- |9 
з у 1. [а 
24 = 1/ o 
25 = — Е 
Total =f 1/ 5/ 

Average —/ 9 | 1/— 


11 12 1 2 3 4 5 6 7 8 9 10 
уар! үйдү M ap i7] 
2/ 7/ 3/ 0/ 4/ 0/ 1) Г 0/ 0/ 0/ - / 
3/2 3/4 5/ 31 1/ 3/ 3/ 2/ 1/ 0/ 0/ — 
iy | oy wu sg uu | oop! ay] y|- 
зв у зу sh y yy арыу зу Hy 
/ | | туа oy | oy | ay | op ap) oe |р 
15/5 20/4 21/2 13/5 10/ = 8/ 13/ 16/ 13/ 6/ 8/ — / 
3/1 3/1 4/ 2/ 2/ 1/ 2/ | 3/ 2/ 1/ 1/ =} 


Ordered series calls or calls for certain time ordered for the following hour are classified as non-promoted calls 


* The numbers in the divided spaces denote ordinary 


express 
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and of how the statistical information is collected 
and prepared, with the observance of the changes 
in rates resulting from the application of the in- 
ternational regulations. The appearance of the 
forms may be seen in the accompanying illustra- 
tions, the figures from such an investigation 
being inserted in the respective columns for the 
sake of lucidity. 

Report I a. This report gives the time in 
minutes — for each hour — during which the 
circuit is idle for lack of calls. The figures are 
obtained from the operator on duty, who makes 
a note of between which minutes the circuit is 
idle. Since this operator is not engaged with 
the handling of any traffic at such moments, 
these annotations do not give much trouble. 

Report I b. The load curve is obtained from 
the complement minutes to the mean idle time 
during each hour (bottom row of figures in 
report | a). This curve gives a clear idea of the 
circuit traffic load, from which one is able to 
judge the possibilites for increased traffic during 
the different hours of the day. This curve also 
gives information as to whether lower rates can 
suitably be applied during certain times of the 
day. 

Report П. The data in this report — as well 
as in reports Ill and IV — are obtained from 
the annotations of the operator on the call slips 
as to the exact time for the ordering and pro- 
motion of a call, and on a special list as to the 
number of unpromoted ordered calls at the be- 
ginning of each hour and the number of incom- 
ing speaking minutes during each hour (with 
exchange service). The collocation of these data 
is taken care of by a person specially assigned 
to this work. 

The report is arranged so as to give direct 
information as to the percentage of calls pro- 
moted within certain waiting times, so as to 
ascertain to what degree the rulings of the C. C. I. 
as regards waiting times on lines of varying 
lengths are observed (' >, 1, 1 !/» hrs). 

If one wishes to see how large a percentage 
of the calls are promoted with waiting times 
between ten and twenty minutes, twenty and 
thirty minutes, etc., these figures are easily ob- 


tained by subtracting the percentage of calls for 
both adjoining minute figures. 

By providing separate spaces for express calls 
and ordinary calls (express calls under and ordi- 
nary calls over the diagonal), it is possible to 
judge the nature of the promoting facilities for 
both categories and to see their maximum wai- 
ting times for the various days. The relation 
between express calls and ordinary calls is also 
obtainable here. 

The number of cancelled call orders is also 
denoted. It is to be observed that this report 
covers outgoing calls only. 


Report III. This report gives the number of 
charged speaking minutes per circuit and shows 
to what degree the circuit is occupied by express 
speaking minutes and ordinary speaking minutes 
as well as the speed of promotion for express 
calls during each traffic hour. As already stated, 
this information is of importance for judging 
the value of express calls to the public. 

By comparing this report with report 11 it is 
possible to tell the number of express calls in 
various directions. The average number of speak- 
ing minutes during each hour compared with 
the traffic curve in report | b show how much 
the time for promoting calls exceeds the time 
charged for. Consequently, this report is of 
great value when making a close study of traffic 
conditions. 

Report IV. A good estimate of the nature of 
the waiting times during the various hours of 
the day as well as of the even or uneven distri- 
bution of call orders over the traffic time is ob- 
tained from the number of waiting calls at the 
beginning of each hour. 

The collecting of statistical information on 
traffic loading is naturally associated with a certain 
amount of work and should not be undertaken 
oftener than is necessary for gaining a thorough 
knowledge of the traffic conditions on the various 
circuits. This work is amply repaid, however, 
by a knowledge of whether an increased number 
of circuits is necessary and desirable from an 
economical point of view. A thorough know- 
ledge of the nature and development of the traffic 
is one of the corner stones of efficient toll traffic. 


— 119 — 


— LM Guicsson 


The New Rotterdam Toll Exchange. 


By J. Н. Warning, chief engineer of the telephone exchange section of the Royal Dutch 
Telegraph Department. 


ОО" the night preceding Sunday August 1:st 
of this year the Rotterdam toll traffic was 
cut over to the new toll exchange housed in 
the Post Office, Telegraph and Telephone build- 
ing at Coolsingel, Rotterdam. This event was 
successful in every way, so that on Sunday 
morning the entire toll traffic could be handled 
by the new exchange without the least diffi- 
culty. 

Likewise, when, on the Monday following, the 
exchange had to bear up under its first full, 
week-day traffic load, the service gave perfect 
satisfaction and has continued to do so ever 
since. 

The auspicious opening of this very large ex- 
change — built according to the most modern 
principles with regard to technical features as 
well as to service — is due first of all to the 
excellent co-operation between the government 
authorities and the manufacturers, the excellent 
quality of the material having endoubtedly also 
contributed to this result in no small degree. 

It is not my intention to devote this article 
to a detailed description of the circuits and 
switching operations; for the present, | will mere- 
ly attempt to give my readers an idea of the 
scope of this plant and of the principles according 
to which it is designed. 

In June 1920 it was decided to entrust The 
L. M. Ericsson Telephone Co. with the delivery 
of the entire plant, consisting of a toll exchange 
and a telegram telephone service bureau. 

The preparation and approval of the final plans 
and the manufacture of all the material together 
with the installation and erection of the same 
have, quite naturally, taken a great deal of time, 


so that the delivery of the completed plant could 
not take place until July 28, 1926. 

The fundamental idea which permeated the 
planning of this exchange was the obtainment of 
the highest possible degree of uniformity in all 
its component parts — thus increasing the adapta- 
bility of the service —, at the same time striving 
towards the automatic handling of the traffic to 
the greatest possible extent. This last mentioned 
feature, however, cannot be very extensively 
used for toll service. The system »automatic 
selection of a disengaged operator» has been 
applied to those classes of service which need 
not necessarily be handled at a certain definite 
place. In this connection 1 will mention the 
following groups of traffic: 

1. Ordinary order traffic of the local sub- 
scribers. 

2. Incoming information traffic. 

3. Incoming telegram telephone traffic. 

4. Order traffic of the direct toll subscribers. 

5. Order-wire traffic. 

All these various categories are handled accord- 
ing to the preselector principle. 

The outgoing telegram telephone traffic as 
well as the outgoing information traffic is han- 
dled in the reverse order according to the prin- 
ciple with line finders, while the traffic with the 
automatic local exchange is handled according 
to the principle with line finders for the jacks 
and preselectors for the selection of an idle 
junction line. 


The toll exchange. 


Fig. 1 shows the respective positions of the 
various exchange units. 
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The main and intermediate distributing frames 
are located in the same room, together with 
relay racks and racks for the resistance coils, 
the automatic switching devices, a test board 
with three positions and two supervisors’ desks, 
each one with two positions. 

The operating room contains the toll boards 
with 198 positions for handling the regular toll 
traffic, 36 positions for handling the subscribers’ 
call orders, twelve double positions for preparing 
the distribution of order slips, one desk with 
four positions for the pneumatic dispatch system, 
two positions for concentrated night service, 
eight »B»positions for direct toll and suburban 
traffic, one commutation switchboard with two 
positions, two chief operators’ desks with two 
positions each, and one exchange managers 
desk. 

The adjoining room contains switchboards 
with ten positions for handling the information 
service, together with sorting tables and filing 
cabinets for the used order slips. 

The number of toll lines can be increased to 
1000 without increasing the present switchboard 
equipment. The line relay equipment is suffi- 
cient for only eight hundred lines, however, so 
that an increase in toll lines exceeding this num- 
ber will necessitate the installation of additional 
relays. At present, the toll lines number about 
four hundred. 

As already intimated, the ordinary toll positions 
are all exactly alike. They are equipped for 
handling five direct and ten concentrated lines, 
being mounted with eight pairs of cords with 
their respective ringing, isolating, speaking and 
listening keys. 

The keys for two pairs of cords are mounted 
on a common removable block, a feature which 
greatly simplifies the making of necessary repairs. 
The blocks are equipped with contact plugs 
which fit into sockets in the key board, per- 
mitting the removal and immediate replacement 
of a faulty block, which can then be repaired at 
leisure in the repair shop without causing the 
operator the least inconvenience. 

Each board has two positions, between which 
are mounted a calculagraph with electrically con- 


trolled clockworks and an electric metering clock 
which is advanced every six seconds. Further, 
there are receiving and sending devices for the 
pneumatic dispatch system together with a re- 
ceptacle for used order slips. Each position is 
equipped with a calling dial for the automatic 
traffic to the local city exchanges. Also, every 
position has arrangements for telegraphic or- 
dering of calls. 

The multiple field is always multiplied over 
two positions and contains the following equip- 
ment: 

a. 300 junction lines to the local »Centrum» 
exchange which is still arranged for manual 
service, 

b. 400 lines for transit +B» traffic, 

120 lines for transit service traffic, 

c. 80 lines for direct toll +B» traffic, 
20 lines for suburban »B» traffic, 
20 lines for internal »B» traffic, 

d. 40 lines for public telephone booths at the 
board of trade and at the telegraph station, 

e. 10 junction lines for traffic with the auto- 
matic local exchanges »West» and »Noord>. 

Both commutation switching positions are 
equipped with a common jack field for toll lines, 
containing 

1000 line jacks, 

1500 service jacks, 

3000 concentration jacks 

and a jack field for transit »B» lines and 
transit service lines. 

The positions for night concentration service 
are equipped with jacks and indicator lamps for 
the concentration of two hundred lines. 

The thirty-six ordering positions are arranged 
so that each operator has two order lines at 
her disposal, only one of which can be busy 
at the time, however. 

The boards for the direct toll subscribers’ 
lines are equipped for two hundred and forty 
lines. 

The transportation of the order slips between 
the order positions and the preparatory positions 
is handled by means of a belt conveyor. The 
sorted slips are then carried on to the pneuma- 
tic dispatch central by means of four small cars 
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running on an aerial track system, the further 
distribution from here to the toll positions being 
accomplished by means of a pneumatic dispatch 
system. The return transportation of the used 
slips to the filing department is also handled by 
a track system with eleven cars, mounted under 
the switchboards. 


The telegram telephone service bureau. 


In conjunction with the toll exchange, a tele- 
gram telephone service bureau has been installed 
in the same building. The placing of the various 
units is shown in fig. 5. 

Telegrams are sent out and received through 
this bureau by telephone to and from telegraph 
substations as well as city telephone subscribers. 

The equipment consists of fifteen switchboards 
with thirty positions, together with a four-posi- 
tion exchange for the internal traffic. This last- 
mentioned exchange handles the traffic from the 
various departments within the building — mu- 
tual as well as with the local and toll nets, 
simultaneously serving as concentration boards 
for the telegram telephone traffic during those 
hours of the day when the internal traffic load 
is slight. 

The incoming telegram telephone traffic from 
the local subscribers is automatically distributed 
to disengaged operators, each position being 
equipped with two lines in the same manner as 
the order positions for the toll traffic. 

For outgoing traffic to the subscribers, a 
connection with the desired local exchange is 
automatically obtained over an idle telegram line 
by simply plugging up in the corresponding 
jack. 

The outgoing traffic to the substations takes 
place over jacks in the vertical panels of the 
boards while the incoming traffic is automatically 
distributed to disengaged operators in the same 
manner as the incoming telegram telephone 
traffic. Since a large number of the lines to 
these stations are used also as toll lines, they 
must naturally be connected to the toll positions 
as well. A ringing signal to the toll exchange 
is sent over the metallic circuit, while a signal 


to the telegram service bureau is sent over one 
bridged wire with earth as a return. 

Blank telegram forms are distributed to the 
operators and filled in forms collected and sent 
on to the telegraph station by means of an 
aerial track system and six small cars specially 
constructed for this twofold function. 


The power plant. 


The power plant consists of the following 
equipment: 

Two charging machines for the storage batteries, 
each consisting of one motor, supplied with 
current from the 2 х 220-volt city net, and 
one 24 to 36-volt generator for 700 amperes 
and with a capacity of 25 kilowatts. 

One machine for furnishing current for the Haller 
aerial track system, consisting of a 220-volt 
motor and a 50-volt generator. 

Three ringing machines which deliver a 75-volt, 
24-period alternating current. Two of these 
machines are fed from the city net, the third 
one obtaining necessary current from the sto- 
rage battery. They supply both positive and 
negative current at the same time for tele- 
graph purposes, each one of them being con- 
nected up with an impulse machine which 
supplies the necessary tone signals. 

One vacuum and compressed air machine for 
the pneumatic dispatch system. 

Each one of the two storage batteries consists 
of twelve cells and has a capacity of 4000 am- 
pere-hours. 

The 163 electric clocks and the 105 calcula- 
graphs are actuated by means of a rotating cy- 
lindrical switch making one revolution every six 
minutes, the clockworks being successively con- 
nected up in groups. This motor-driven switch- 
ing device is controlled by means of a main 
clock. 


The service. 

A short description of the manner in which 
the traffic is handled will now be given. 

A subscriber desiring a toll call places his 
order for the same over an order wire, the 
calling signal being automatically directed to a 
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disengaged operator. If no operator is disen- 
gaged at the moment, the call is held until an 
idle line has been found. In order to be able 
see how many subscribers are waiting at any 
desired moment, one of the chief operators’ 
desks is equipped with a specially graded am- 
meter, on which direct readings will give the 
desired information. In this way it is possible 
to make necessary changes in the number of 
operators as the need may arise. 

The filled in order slips are transported to 
the sorting positions by means of a belt con- 
veyor. Here, the operator on duty removes them 
from the conveyor, completes the information 
where necessary and distributes the slips in four 
different directions. The aerial track system 
carries the sorted slips to the respective positions 
of the pneumatic distribution board, from where 
they are sent on to the correct toll positions. 
When the call has been dispatched, the slip 
is placed in the receptacle for used slips, 
after having been stamped in the calculagraph. 
The next car that passes by collects these slips 
and carries them on to the filing department 
where they are sorted according to their respec- 
tive numbers. 

An incoming call for a subscriber on the 
Rotterdam telephone net is dispatched directly 
by the operator on duty. At present, the traffic 
with the local exchanges — either automatic or 
manual — is handled over an order wire by 
the local »B» operator. The order wire connec- 
tion is so arranged that a disengaged local »B» 
operator is automatically reached when the push 
button for the desired exchange is depressed; 
or else the connection is held up until an ope- 
rator becomes disengaged. 

The intention is to permit the connecting up 
of the desired subscriber's line directly by means 
of the toll operator's calling dial as soon as the 
local exchanges are equipped for this purpose. 
Consequently, the switching at the toll exchange 
is arranged so that an idle junction line to the 
desired local exchange is automatically obtained 
by plugging up in a junction jack for the ex- 
change in question. 

An incoming call for direct toll traffic is hand- 


led in exactly the same way, with the exception 
that a button for the direct toll B» board is 
depressed instead of an order wire button for a 
local exchange. 


An incoming call requiring a transit connec- 
tion to another position is handled in either of 
two different ways. 


If the call is to a so-called leading position, 
i e. the line over which the call is made has 
right of precedence over the line with which a 
connection is desired, the operator receiving the 
call completes the connection herself. To this 
end, she connects herself up over a service 
line to the operator handling the desired line 
and inquires if this line is disengaged. If this 
is the case the last mentioned operator makes 
the desired connection by the aid of one 
of the two numbered single cords at her dis- 
posal — this cord being directly connected to 
the correspondingly numbered jack in the tran- 
sit »B. multiple —- and gives this number to 
the first operator, who then takes the local cord 
of the previously used cord pair and plugs it 
up in the jack with the given number, thus 
completing the transit connection. lf the desired 
line is busy, a preliminary connection is made 
by introducing the transit »B» plug in the pre- 
liminary jack of this line. As soon as the line 
becomes disengaged, the inquiring operator re- 
ceives a clearing lamp signal, after which the 
connection is established. 


If the desired connection is to a line which 
has the right of precedence over the line on 
which the call is made, the operator on duty 
makes out a transit order slip which is carried 
through a pneumatic tube to the distributing 
central, where it is sorted together with the 
slips from the regular ordering positions. 


In this manner the operator obtains the tran- 
sit order slip from the leading position and 
establishes the connection as soon as its turn 
has come, as already described. 

Finally, | wish to mention that there is a 
regular training scliool for operators as well as 
for repair men and erectors. Fig. 7 shows the 
placing of the school equipment. 
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Fig. 2. Main, Intermediate and Automatic Distributing Facilities, 
to the left on Floor Plan. Seen in Direction of Arrow. 
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Key to Floor | 


| Main Distributing Frame 
| 1 Intermediate Distributing Frame | 
4 ) Ill Relay Rack { To Left on Floor Plan 
IV Selector Rack 
V Test Board 
VI Supervisors’ Desks 
Vil Toll Boards 
[vu Toll Ordering Boards 


| In Operating Room Below 
| on Floor Plan 


IX Preparation Desks 
X Pneumatic Distributing Desks 
XI Night Concentration Board 
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Information Section. 


Right Hand Part of 


R 545 Fig. 4. ! : i 
Seen in Direction of Arrow. 


Floor Plan. 


R 546 Fig. 3. Operating Room, Entire Lower Part of Floor Plan. 


Seen in Direction of Arrow. 
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| >В» Positions for Direct Toll Traffic 
| »B» Positions for Suburban Traffic 
Commutation Switchboard 

Chief Operators’ Desks 

Exchange Manager's Desk 
Information Boards 

Card Index Files 


In Operating Room Below 
| on Floor Plan | 
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| In Information Section to\ 
| Right on Floor Plan J 
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R 548 Fig. 6. Telegram Telephone Bureau, seen in Direction Indicated by Arrow on Floor Plan Above Fig. 5). 
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Fig. 8. Training School for Operators, A, seen in Direction 
Indicated by Arrow on Floor Plan Above (Fig. 7). 
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Fig. 9. Training School for Repair Men, В, scen in Direction 
Indicated by Arrow on Floor Plan Above (Fig. 7), 
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There are som ten boards — outwardly exact 
duplicates of the toll boards ог imitating the 
regular toll positions and at which the pupils 
are seated. For each of these positions there is 
a corresponding instuctor's board equipped with 
keys whereby the woman instructor can imitate 

- on the pupil's board all the various ordi- 
nary toll connections and signals. Thus, it is 
possible to give the pupil the necessary training 
and practice before putting her in actual service. 
Pupils’ and instructors’ boards are installed also 
for the instruction of operators for »B» traffic, 


Martin Lófgren. 


n November 7th,1926 

Martin Lófgren was 
carried away by death, 
only forty-six years old. 
This able engineer and 
designer entered his ca- 
reer in the field of tele- 
phony in 1898, starting 
inas a student with Aktie- 
bolaget Telefonfabriken 
in Stockholm, which firm 
later on was absorbed 
NES by Aktiebolaget L. M. 
Ericsson & Co. After having completed his 
studies in 1902, Mr. Lófgren spent ten years with 


Eric Vallin, 


n December 6th Eric 
Vallin — one of this 
company's most valued 


engineers — celebrated 
his 50th anniversary, in 
honour of which the 


Ericsson office force had 
the pleasure of extending 
to him their most hearty 
congratulations. 

Mr. Vallin entered the 
service of Aktiebolaget 
L. M. Ericsson & Co. in 
1903, immediately after having graduated from 
the Royal Institute of Technology in Stockholm, 
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information, telegram telephone service and or- 
dering service. 

In the repair men's school, all the existing 
circuits are reproduced exactly as they occur in 
the exchange. 

As already mentioned in the beginning of this 
article, its purpose is merely to give a short 
general description of the exchange. An oppor- 
tunity for giving a more detailed description - 
by means of circuit diagrams of the manner 
in which the entire system functions will prob- 
ably present itself at some future date. 


In Memoriam. 


various foreign companies, returning to Sweden 
in 1912, at which time he entered the service 
of Telefonaktiebolaget L. M. Ericsson. The 
Ericsson automatic system, which had entered 
the first stages of its development at about this 
time, found in him an interested and inventive 
worker. Towards his associates he was retired, 
unobtrusive and considerate, always intensly 
absorbed in his work. On account of his quiet 
manner, there were not many who knew him 
intimately, but those among his comrades who 
became better acquainted with him will always 
retain his personality in grateful and valued me- 
mory. 


50 Vears. 


and has consequently been associated with this 
company for twenty-three years. 

It is not our intention now to enter in detail 
upon Mr. Vallin's work in the capacity of one of 
our most able men. What he has accomplished 
is all too well known by the company, by his 
fellow workers and by the members of our 
foreign branches. His engaging personality and 
sterling qualities have made him highly esteemed 
and respected by all those who have come in 
contact with him. 

These sentiments were accurately portrayed 
in a versified address written by one of the 
office »poets» and read on this occasion. 
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Telephone Communications in Italy. 


he development of telephone communications 

in Italy advanced rapidly during the years 
immediately preceding the Great War, and it 
was generally hoped that conditions in this field 
would soon reach the same standard as in other 
countries. During 1913 and following years, 
however, there occured a marked slowing up 
in this work of development, caused in part by 
the unfavourable economical conditions which 
were a result of the war with Turkey. The 
real cause was not mainly of an economical 
nature, however; on the contrary, it could far 
more be found to lie in the manner of handling 
the service which — owing to various motives 
not always easily indentified — had not been 
maintained on as high a level as could be desired. 


The popularity of the telephone had increased 
with considerably greater speed than the purely 
material development, the demand being much 
in excess of the supply. This made itself felt 
in the lack of toll lines — which made com- 
munication between the cities both tedious and 
troublesome — as well as in the lack of modern 
telephone exchanges and sufficiently large local 
nets, making it difficult and — in some cities — 
actually impossible to connect up new sub- 
scribers. 

The operation of the nets in the larger cities 
lay for the greater part in the hands of the 
Italian government, while in a large number of 
smaller towns and communities the nets were 
operated by private companies who had been 
granted concessions by the Government for 
longer or shorter terms. It is to these private 
operating companies that a large part of the 
blame for the retardation of this development 
must be attributed, in many cases caused by the 
manner in which they preferred to exploit their 
nets and exchanges to the utmost merely for 
private gain, instead of developing and bettering 


the service by extending the nets and moder- 
nizing the exchanges, 

Conditions became still worse during the war. 
The marked decrease in the number of subscri- 
bers during 1917 and 1918 — the most severe 
years of the war — is shown in the accompa- 
nying diagram. 
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from 1907 to 1922, 


Immediately following the war, a tendency 
toward the better could be observed, this im- 
provement being due to the increased need for 
telephones in the fields of both commerce and 
industry. 

Such were the conditions at the time Fascism 
came to power in Italy. The new Fascist govern- 
ment decided to completely reorganize the tele- 
phone service so as to bring about an improve- 
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ment in the none too satisfactory existing con- 
ditions. According to the new plans, the govern- 
ment was to be relieved of the cares of opera- 
ting the telephone nets, this work to be taken 
over by a restricted number of companies whose 
financial and technical resources would enable 
them to make those improvements in telephone 
conditions deemed necessary to insure the proper 
progress of this means of communication. 

These plans have now been realized as far as 
the local service and the shorter toll lines are 
concerned, Only the operation of the longer 
and more important toll lines still remains directly 
in the hands of the government Plans have 
been afoot for letting private interests handle 
the operation of these lines as well, but it has 
met with serious difficulties to raise the capital 
of one billion lires required for this purpose. 

Now that the government has only the longer 
toll lines to take care of, the funds that formerly 
had to suffice for the needs of the local nets 
also can be utilized solely for the improvement 
and extension of the toll service. Thus the 
government has adopted a program which has 
been inaugurated by the construction of the toll 
cable line Milano-Totona-Turin and Totona-Ge- 
noa. This program is to be completely carried 
out before the end of 1933, at which time Italy 
will be covered by a widespread toll telephone 
net, whereby quick and easy telephone commu- 
nication between all parts of the country, as 
well as with the international lines, will be pos- 
sible. 

The following table together with the map in 
fig. 2 show the extent of the work which is to 
be accomplished within the next seven years. 


Number 
of cir- 
cuits 


Distance Total. lenght 


Cable line in kms. of circuits 


Milan —Sempione .................. 30 | 160 4.800 
Voghera—Bologna ............... 80 | 230 18.400 
Bologna—Florence .. .............. 100 | 140 14.400 
Florence— Rome..................... 100 | 320 32.000 
Rome-Naples ..........:..:...:::: 80 | 260 20.800 
Naples—Reggio di Calabria ... 50 | 520 26.000 
Bologna—Venice .................. 50 | 170 8.500 
Milan—Padova— Venice ......... 50 | 230 11.500 
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Number Distance Total lenght 


Cable line of cir- in kms. of circuits 
cuits 

Rome —Ancorià........... en 50 330 16.500 
Ancona —Bologna ............... .. 50 250 12.500 
Florence— Pisa.. .................... 50 90 4.500 
Naples— Foggia ..................... 50 210 10.500 
Foggia—Bati s 50 140 7.000 
GOenoa-— Pisa; а: 50 190 9.500 
Foggia—Ancona .................. 50 330 16.500 
Turin— Conf. Francia ........... 120 20 2.400 


Division of the country into zones. 


In connection with the surrendering of the 
local nets to private concerns, the government 
decided to divide the country into telephone 
zones or districts, the concession for each zone 
to be assigned to an operating company. 

At one time certain influences strove to bring 
about only one concession for the telephone 
service of the entire country, to be granted to 
one single operating company, which attempt 

- had it been realized — would have resulted 
in a sort of telephone monopoly. The plan to 
provide Italy with really excellent telephone ser- 
vice with the aid of private capital, private initia- 
tive and wholesome competition would undoubt- 
edly never have been realized through any such 
monopolization. Also,the government had enough 
foresight to perceive this, deciding, as already 
mentioned, to grant concessions to five different 
concerns. Although the results of this decision 
have been apparent for only a very short time, it 
has already proved to be the correct solution of the 
problem. This statement is amply corroborated by 
the lively activity developed by the various con- 
cerns between which competition is keen when it 
comes to a show-down as to what can be accom- 
plished in the way of extensions and improvements 
for both nets and exchanges. This happy circum- 
stance speaks well ior the future of the telephone 
in Italy and proves the advantages in this 
case, at least — of free competition as against 
a monopoly. 

The government has set up a program for 
each zone, stipulating a certain minimum exten- 
sion for exchanges and nets, which program 
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the concessionaire must follow on peril of being 
deprived of his concession. 

All concessions have been granted for a mi- 
nimum term of twenty years, subject to renewal. 
The geographical boundaries of the different zones 
are indicated on the map in fig. 3. 


R 535 
First Zone. 


The first zone includes the provinces of Ales- 
sandria, Cuneo, Novara, Turin, Bergamo, Brescia, 
Como, Cremona, Mantua, Milan, Pavia and Son- 
drio, i. e. all the provinces within Piedmont and 
Lombardy, and has been handed over to »So- 
cietá Telefonica Interregionale Piemontese e 
Lombarda» (STIPEL) with headquarters in Turin. 
STIPEL has taken over the local nets within this 
zone previously owned by the government, a 


guaranty of 9 million lires being given for the 
same. According to the stipulations for this 
zone, the paid-up joint capital was to amount 
to at least one hundred million lires at the time 
the concession was taken over. 

Milan and Turin are the two largest cities 


Fig. 4. View of Naples from the Grave of Vergil. 


in this zone. According to the minimum require- 
ments stipulated in the program, the Milan net 
is to be extended to a capacity of 38,000 lines, 
distributed among eight exchanges. The corres- 
ponding figure for Turin is 22,500 lines, distri- 
buted among five exchanges. 


Second Zone. 


The concession for the second zone has been 
awarded to »Societa Telefonica delle Venezia», 


3. = її = 


and covers — in addition to the city of Venice stipulated paid-up joint capital at the beginning 
the provinces of Venetia Julia and Venetia ої operations amounting to 20 million lires. 

Tridentina, The guaranty given by this company The program for this zone stipulates — among 

to the government amounted to 2'/» million lires, other things — that an automatic exchange for 

the paid-up joint capital at the time the conces- 0000 lines shall be built in Bologna. 

sion was taken over amounting to 30 million lires. 
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R 536 Fiz. 5. The Messina Cathedral. 
The reconstruction program calls for a mini- Fourth Zone. 
mum of 8600 lines for Venice and 10,000 lines The fourth zone embraces the provinces of 
for Trieste. Liguria, Tuscany, Latium and Sardinia. The con- 
cession for this zone is owned by »Società Tele- 
Third Zone. fonica Tirrena» ( TIRRENA) with seat of operations 


The third zone is operated by »Società Tele- іп Florence, The sum deposited with the go- 
fonica Italiano Medio Orientale» (TIMO) and vernment as guaranty amounts to 1 million lires, 
embraces the provinces of Emilia, Romagna, the paid-up joint capital at the time of purchase 
the Marches, Abruzzi and Molise. The guaranty amounting to 70 million lires. 
amounts to 1 million fifty thousand lires, the The reconstruction program for the largest 
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cities in the fourth zone includes the following 
minimum requirements: 

The Florence telephone plant shall have a 
capacity of 12,000 lines, distributed among three 
exchanges. 

The Rome plant shall have a capacity of 36,000 
lines, distributed among seven exchanges. 

The telephone plant in Genoa shall have a 
capacity of 23,500 lines, distributed among six 
exchanges. 


Fifth Zone. 


This zone embraces the provinces of Campania, 
Basilicata, Apulia, Calabria and Sicily, the conces- 
sion for the same having been awarded to »Società 
Esercizi Telefonici» (SET) with head office in 
Naples. The guaranty required by the govern- 
ment amounted to 2.7 million lires, the paid-up 
joint capital at the beginning of operations amount- 
ing to 50 million lires. 

The owners of the concession for this zone 
probably have the most difficult task of all, de- 
pending on the fact that the existing systems 
at the time the concession was obtained were 
in a more ruinous state than in other parts of 
the country. Besides the restoration and exten- 
sion of existing plants, quite a number of new 
plants had to be constructed within this zone. 

As already mentioned in Nos. 1 & 2, Vol. 11 
of »The L. M. Ericsson Review», Telefonaktie- 
bolaget L. M. Ericsson is one of the main share- 
holders in »SET». 

The building program for SET covering the 
immediate future is very comprehensive. The 
following full automatic exchanges — to be deli- 
vered by L. M. Ericsson — shall be completed 
within the next one and a half years, viz: 


for Naples, Borsa, main exchange for 10,000 lines 


Aiédeo uunc 572,500 
P. Nolana....................-.. 2,000 s 
for Messina, one autom. exchange for 2,000 
» Catania » > > 4,000 
ə Palermo » > > » 6,000 » 


Total 24,500 lines 


The automatic telephone plant for Naples is 
designed for an ultimate capacity of 80,000 lines, 


distributed among the above mentioned three 
exchanges with 40,000 lines for Borsa and 20,000 
lines for each of the remaining two. At present 
Naples has a manual local battery exchange with 
abt. 6000 subscribers’ lines and a Western Elec- 
tric automatic exchange housed in the » Amedeo» 


R 537 Fig. 6. The City Hall in Brescia. 


exchange building and giving service to abt. 
1800 subscribers. These two exchanges will 
be done away with as soon as the new Erics- 
son automatic exchanges are put in service and 
all the subscribers’ lines cut over to the same. 
During the period of transition, inter-traffic be- 
tween the old and new exchanges will be arranged. 

SET's business and executive offices, as well 
as the subscription office, will be located in the 
new building — just completed erected for 
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the P. Nolana exchange. A new building is 
under erection also for the Borsa exchange. 
The Amedeo automatic exchange will be installed 
in the building which now contains the Western 
exchange. This building, which was originally 
designed for an automatic exchange with a capa- 
city of 10,000 lines, will now —- thanks to the much 


jobs to be handled by this company are the build- 
ing of entirely new telephone nets for Naples, 
Messina, Catania and Palermo, these being al- 
ready partly under way. CIRT is building these 
nets according to the Ericsson system of line 
distribution, the line material used being of Erics- 
son’s manufacture. 


R 539 Fig 7, The Ericsson-Fatme Telephone Factory in Rome, 


smaller floor space required by the Ericsson 
system — be sufficient for equipment for 20,000 
lines, giving ample proof of one of the many 
advantages of the Ericsson system. 

In addition to the above mentioned large auto- 
matic exchanges, some thirty or more manual 
exchanges with capacities of 200 to 300 lines 
each will be built within the near future. 

The erection and building of the extensive 
outside plants required in the fifth zone will be 
handled by a company specially formed for this 
purpose, Compagnia Istallazioni Reti Telefoniche 
(CIRT), with head office in Naples. The first 


Società Ericsson Italiana». 

Since 1917 the Ericsson telephone company 
has been represented in Italy by the sales com- 
pany »Società Industriale ltalo-Svedese». On 
January 1:st 1926 this firm entered into the 
newly formed Ericsson branch, »Società Ericsson 
Italiana» (SEI), with head office in Genoa and 
branch offices in Rome and Naples. 

Naturally, SEI’s main object is to look after 
the Ericsson interests in ltaly. Quite a num- 
ber of large deals have been handled by this 
company during the current year. The follow- 
ing orders for telephone exchanges — among 
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others 
Viz: 
Brescia, automatic exchange for 3000 lines to- 
gether with toll exchange for forty toll lines 
and six positions, 
Cremona, automatic exchange for 2000 lines, 
Alessandria, automatic exchange for 2000 lines, 
Mantua, automatic exchange for 1000 lines, 
Vercelli, automatic exchange for 1000 lines, 
Milan, taxicab telephone exchange for eighteen 
positions and sixty cab ranks, of the same 
system as the Stockholm taxicab exchange. 

Besides its purely commercial activities, Societa 
Ericsson Italiana has established itself as a con- 
tracting firm for the erection of outside plant. 
The first Ericsson net in Italy was built in Ve- 
rona (second zone), being put in operation when 
the new automatic exchange was opened for 
traffic in April 1925 (A description of the Verona 
net may be found in Nos. 7 & 8, Vol. II of this 
journal). This net proved to be an excellent 
advertizing proposition, judged by the large 
amount of interest it aroused in various quarters. 
A breach was thus made and new orders were 
received in rapid succession, Societa Ericsson Ita- 
liana at the present moment being occupied with 
the erection of nets in the cities of Brescia, 
Como, Cremona, Mantua and Novara. 

In addition, SEI is occupied with the extension 
of the Milan net in certain parts of the city. 
Even in such cases where no direct order for 
a complete net has been received, the lively 
demand for Ericsson line material shows how 
highly the Ericsson system is appreciated. 


- having been received through them, 


L. M. Ericsson obtains own factory in Italy. 

In order to satisfy the enormous demands of 
the Italian market for Ericsson telephone material, 
plans to establish an own factory in Italy were 
rather near at hand — a solution which would 
simultaneously satisfy Ericsson’s own interests 
as well as the national interests of Italy. There- 
fore, when — at the beginning of this year — 


an opportunity to realize this plan presented it- 
sell, L. M. E. was not slow to grasp it, this 
action resulting in the taking over by L. M, E. 
of the majority of the stock in -Società Fabbrica 
Apparati Telefonici e Materiali Elettrici (FATME), 
whose works are situated just outside of Rome. 
After the reorganization of this factory — now 
known under the name of :Ericsson-Fatme» 
— under Swedish leadership, the manufacture 
of the Ericsson types of instruments and line 
material has been able to start. The manufac- 
ture and delivery of 19,000 telephone instruments 
as well as for appreciable quantities of line ma- 
terial for the outside plant building company 
CIRT and Società Ericsson Italiana have already 
been contracted for. Some of the equipment 
for the new automatic exchanges in Italy, such 
as main distributing frames, line relay racks, 
cable troughs and power switchboards, will also 
be manufactured at the Ericsson-Fatme works. 

The Rome factory, which now has about 300 
workers on its pay-roll, is built on modern prin- 
ciples and offers excellent possibilities for future 
extension. 

The above account shows what an extensive 
market L. M. E. has found in Italy. The building 
of all the automatic exchanges as well as the 
delivery of most of the equipment has been en- 
trusted to the Stockholm factory, which has 
secured the services of a staff of Italian elec- 
tricians for the work of erection, these men 
having been given the opportunity of spending 
some time in the Stockholm factory. Through 
the complaisance of the two operating compa- 
nies STIPEL and SET, three engineers and thir- 
teen fitters were sent to Stockholm during April 
of this year, where they went through a six 
months’ training course in the Ericsson telephone 
works and in the construction of an Ericsson 
automatic exchange for 20,000 lines now being 
built in Stockholm for the Swedish Telegraph 
Administration. 

G. G. 
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The Electric Interlocking Plant at Flen, Sweden. 


By H. Holmqvist, Signal Engineer for District 1 of the Swedish Govt. Railways. 


he new interlocking plant for the Flen railway 

station — a typical example of what can well 
be considered a modern and economical plant 
for medium sized railway stations — was put in 
operation in May 1925. The following pages 
will be devoted to a description of the same, 
especially with regard to newer devices and 
arrangements. 


528 Fig. 2. 


Signal Cabin. 


The first project for the modernization of this 
station included a mechanical interlocking plant 
with a lever interlocking machine, placed in the 
vicinity of the station building and under the 
direct control of the station master. However, 
it was discovered that such an arrangement would 
not permit any reduction in the number of hands 
required, since the withdrawal of the train ad- 
mitter and the track inspector was counterbalan- 
ced by the personnel required to handle the 
interlocking machine, A new project was then 
drawn up, calling for an electric interlocking ma- 
chine located in a signal cabin (see fig. 2) on the 
station platform, this machine to be taken care of 
and manipulated by the station master himself. 
This project was based on the assumption that 
the station master should clear the tracks and 
manoeuvre the signals, the clearance at points 
for the respective tracks to be electrically controlled. 
All switching operations, on the other hand, 
were to be taken care of locally, i. e. by means 
of devices located at the various points in the 
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Flen Railway Station. 


track yard. It was figured that the installation 
of such a plant would permit a saving of two 
men, an assumption which has proved itself 
correct. 

The functioning of the plant is based on the 
system with insulated track sections, the rails 
serving as conductors for a current which keeps 
a track relay energized as long as the track sec- 
tion is free from rolling stock. On account of 
electrification of the railway, it was necessary in 
this case to leave one rail unbroken for the 
passage of the traction current. 

An alternating current with a frequency of fifty 
periods is used for the track circuits, the tension 
being comparatively low — about twelve volts, 
transformed down from a 220-volt current. The 
relays will not function for a current of any 
other frequency than fifty periods, this being 
necessary to protect them from the influence of 
the traction current which has a frequency of 
about sixteen periods. Track relays and trans- 
formers are located in wooden cabinets (see fig. 3) 
out in the track yard, at the ends of the track 
sections. 

The positions of the track relays are repeated 
by direct current relays mounted in a relay ca- 
binet in the signal cabin. 

The interlocking machine is of the standard 
L. M. Ericsson electrical type. It is this firm — 
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represented by Signalbolaget — that has delivered 
the material and built the plant. 


Fig. 3. 


Relay Cabinet Mounted in Station Yard. 
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The interlocking machine contains point levers 
for the central control of those points which 
require setting for the clearance of the various 
tracks. All of these point levers are equipped 
with point locking magnets, making it impossible 
to move the lever as long as a car is on the 
track which passes over this point. Further, the 


Fig. 4. 


interlocking machine contains signal levers for 
incoming and outgoing signals; with regard to 
the clearing of freight tracks, the same signal 
combinations are used for several tracks. 

The signal levers are so constructed that it is 
impossible to place any one of them in »clear» 
position unless all the track sections forming a 
part of the track in question are free from rolling 
stock. This condition is obtained by leading 
the switching current for the signal levers over 


contacts in the above mentioned repeating relays. 
By the aid of an illuminated, transparent track 
plan placed over the interlocking machine (see 
fig. 4) it is possible for the station master to 
ascertain by a single glance which track sections 
are clear. Behind every track section on the plan 
there is a little lamp which glows as long as the 
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Illuminated Track Plan. 


section is not occupied -by one or more cars. 
As soon as a car enters this track section, the 
lamp ceases to glow. The lighting and extin- 
guishing of these lamps is controlled by means 
of the repeating relays in the interlocking machine. 

We have already mentioned that the centrally 
controlled points can also be set locally by 
hand. For this purpose, the interlocking machine 
is equipped with a number of relays controlled 
by means of special levers located beside the 
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various points out in the track yard. The yard 
man carries a key which fits into the local point 
setting device and is turned to the one side or 
the other, depending on the direction in which 
the point is to be set. This causes the corres- 
ponding relay in the interlocking machine to 
energize, closing a motor circuit and setting the 
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signals are mounted on concrete posts, the re- 
maining outgoing signals being mounted on con- 
tact-line poles or suspended from the gantries 
which support the overhead traction wires (see 
fig. 5). 

The Flen plant is the first in Sweden in which 
a consistent use has been made of light signals, 


Fig. 5. 


point. If the point in question forms a part of 
a previously cleared track, the current to the 
relays is cut off by means of contacts on the 
signal levers, any attempt to set the point locally 
being thus frustrated. 

All of the signals in this plant are so-called 
light signals, visible at a distance of about one 
kilometre even in strong sunlight. At Flen, the 
incoming signals and a couple of the outgoing 


141 


Outgoing Signals at North End of Station Yard, 


with which excellent results have been obtained. 
Light signals have the decided advantage of 
being almost more clearly discernible in foggy 
or misty than in clear weather, the opposite 
being the case with semaphores, Furthermore, 
the absence of moving parts makes them less 
liable to get out of order than mechanical sig- 
nals. 

Light signals are especially suitable for elec- 


trified railways, as they stand out clearly in the 
confusion of poles, trusses and traction wires. 

The light signals are manoeuvered by the aid 
of direct current relays which are energized by 
the setting of the signal levers. The signal cur- 
rent itself is а. c., being transformed in small 
cabinets placed near the signals. 

It can well be said of this plant that it satisfies 
very exacting demands as to efficiency and con- 
venience, and it is very probable that this type 
of interlocking plant will be chosen for other 
stations on the Swedish Govt. Railways. At the 
present time Signalbolaget is occupied with the 
installation of similar plants at Herrljunga and 
Skóvde. 
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Signal arrangements based on the same prin- 
ciple have also been adopted for Tumba and 
Huddinge. In these cases the previous mechani- 
cal interlocking machines have been retained for 
the setting and locking of the points, but the 
mechanical signals have been replaced with light 
signals, controlled from the station platform by 
the station master. Also, the entire track yard 
has been divided up into track sections. As 
long as the two through tracks only are used, 
no special man is required at the interlocking 
machine, this being necessary only when the 
side-tracks are being used or if there is any 
switching to be done. 
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